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■=T^ 15 31455JR, 1997 

•RT.TKT.R 702(3T).— 

^mr airaipw ift fTiit t; 

^•^ 0*4 ^ 41 ^ % 'ficil 3 fWV ^ ■mcHfl %; 

3111:, 31^, aft^ 3fRiramRi^3iftiPm 1940 (1940Tim 23) ^ »ira 12 afk qra 33^31^ 

o^Rw4( '4)t '4l'i'til'd % Rnn, 4+id %, 3mnf5fRT Hti^l 'Sildi % 3^7 tUT iinfl Himi Pi4M1 '97 

"371 Hldtii psi'll'til dew TT^FITf ^ llRPn f^ITT^ ^ 3lfin^‘q'|| %, ‘^nuf ■SMCT*! 4i<.l^ '’il'fl 30 ft"! =fd 3T^ftl ^ WMlF<( % 4'C'lltl^ 
f^m7 TsntijiT; 

miIjM Pi'tMl % TT^rKf 'Si (jiMt, RiPiRw aiTjrfti tiMlIVi ^’’J^ WTI sf(^ fA'tfl th ■y^ii'tl "97 

TITTifiK '5I7T fil-'iK f^im 'i|i'<,T|l I 3Tt^ m 7lf^«(, 7^T7®T 3ft7 iRtlK PiMRi 'TO9, '9?r ’m 7W^ % I 

rtttrRwr 

1. ■59Rmf^7if^'4T9 3Mii 3tk7raT«m7n7nft (7tT?itTm)f^, i997 ti 

2 . 3 fi<^ 3 fR-gi 9 m 7 Tmftft 7 m, 1945 (f^^ 7 t^ 9 T 4 WT<mfim "m ■!)% vm x-t 3 ■^’^iW^r 

122 - ^9 7 ) PlHRringff 1^99 7 «nRm tsiujtti, Sierfli; :~ 

"122 •ST^ qft'H 19117 : —(1) 771 <119 afh 3T^7J^ 91STflfifTe TT^'Tim SI^Tj;?^ % mn XII-TS 3ft7 xil-n-^1, 
fWT TIT ■ 4 ?ff f^<''S TT ■^— 

(^) ‘‘ 7 *rm 3 79 iT’’^ 3 TRi 5 rat 1 ^M'dmT;'£F- 37 ftA'^; 7 H 7 T>i%fi=rq;ftTm'fT 9 T 7 m; 

(73) '‘739’’7l aiRlim % 3lR 7lR9Rl3%71^Tqpn 7411 mRWi« 31 ^ ftftm; 
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^qroriTaftTf^tRpr 

(■^) "w" ^ 3 rfii^ t ^ wjpRf wiw-Ti^wr % -q^nnu^Ji TFinrt sfk # <«w^n ^ % ftrq 

^'jciuRimw^^^f psft^n 
ftm liRi ^ Ttni %, ftrg ijftwr ^hpniPft ^rai t; 

:_^i3rir^-S[%BJ»f fpi, WFP, UKlti l MS , Wt 3It HTO , T^W- J n W ^ ^ - <PEft FT ^ ^ ^ ^ITm, 

diR«i<f) afk p^umn ^ ■jji uIwushK ^ ufti 4 jti hm^ii ^i^hi i 

■^^t ■JT: 1 ^ WH %; 

(■^) ‘‘k^NHI 'ii\rM«’’‘^^'!rfifiTII ^fV^Plt SKI 
(I'M ^IPI ■pftTn %; 

(F) '‘f^^' ^ ' f^^ ''-^%ft Tiffed arf^tf^rH%gRTW'^1^^Wqit,1^PP^^n^q?t^tTyW%%~qyqTq';mtT--^ 

pt ■atw qmi 'if '5^; ■pprjT % ■ 

(^) "aft HftNn^ 

% w ^ Wen 3fR ■qj qifuiHq. ^ yRnRifl f ; 

(z) ‘‘mRi^imh w**^^^ 3 TftT^t-ait ii i 'fltti nfMw MiRenRq. f^-qr^Wtti 

3 . WnfWif ^■pPIR 122 ''et^,— 

(qr) wRnm(i)-^,— 

(i) “wi 27 -TT"'?r»?, a 7 ^ 3 fR 3 Tw:%wfqTwfMH, OTq 77 -'n^ 3 n 5 q 27 -'»- wf sfR stw wt^r,- 

(ii) 

(^) '‘im 28 -'q''?n 8 ?, 3 iqr 3 fRa 7 ^%TqHm^*nft»!%, 3 req 28 -^’qiwi 28 -T- wq, aiqr sfR anw "Wt; 

(15) "OTq27-'q"-!?ra!:, 3i5rafRai^%wiqTiT«nft*if^, wi27-n'qiwi28-^ w?;, aw afn 3w tbI "sint^t; 

(■a) 'jqRrqn (6) 3 ^ 7 : 311 %qi^%wT'qT RinRiRad'osToin^qi, 

“ (6) 'qft^, W, 3T^5lPn a^R a‘^p1<^H (5) PiRi'^ '^j^iih'I hiRi'mO qf) RhV '’R 3?tT i),t) aHiH etn^ % h^c*iic^ 

wnni % ftitwp wi,^ 3 imw Mwn wnt Mt t, 

11 % Rti aiT^^qr Pt^nl 5^1 *^i etO R^Ri IT) 'qp, 

qf|iR«iRT, 3 Tg 5 nw 'mRiwft ^ "Riti 15 ) 1 ) R), Rf^ wm ’^a^is w^*), ■q«nft«iRi, aij^iRiT ■qi 

■ 311 % ■q^tw'q % an^ qi) w n^fmr irqr w fid^m R'it^ afti arq^ an^ qi) iiftT an^qq? qi) ^<ii 1 

4. a<w Ritinf % Pi^H i22-'3 R, * 'TIFT 28 -f” atqr aRi ar^ir "aq wiqf m, "qFtaiift ■¥ % ^11 'qiq«iiR«(Ri, TTpq 

28 -q qr TTpq 28 -^ qr "sm 26 -^ qr wt 26 -' 5 t qi^, afqr a-fir ararc 11 ^ ■^irRt 1 

5 . 3 qqRrq^%fTqq 122 -^R,— 

(qr) qqq 28 -qR’i 5 ?Taigi 1 RTqTWT 26 -ijR"iq)fqar^R:r‘ 7 raaj, 3 Rfr 3 iRafap:"%iqiqqiwm:qqq 28 -qqrq?q 28 -T 
R 3 i 35 iRq qr q?rq 26 -sf qr qqq 26 -?t R qq'iaTiTrl'n'' 17 .?, atqr afii arair ’ ’ ti^ -anitT); 

(uf) rHHf?HRsiei qrgqr apq: wiftq fqpq '^nqrn, ;_ 

*' M<.-^ qp Rf ai^^iRei % qqtqrqq ^Riq arr^qq 353 aq^jjrfqr qd khiI'^i R qtq.qRT frqr qrqqi 1 ” 

6. 3qqRrqqf%RTqqi22-’5TR,‘‘'WT28-qR3T^Rq^'’'?i5?, apFafRaiaiR^qqHqiqqiftqRi, wi28-q'qiwi 
28 -’®' aT^ 5 lPq ^ qr h<?h 26 -'® 'qi wt>M 26 -'?l R ai^jiRq ■qn i 41 't><ui ■qri^ ai«;, arqr a^R afror Tii) ’sniR) l 

7 . qqq RimhI ^Rtqq 122 - 3 R, wiq, ^iqr a^R ai^ at^qtfRiqd ■'jR q{t ■q^ ff, qqrq 28 -q R ai^^riRl^n%qi^ +*hii 

'qi Pi*^RiRflfl 1<ai 3114,41 aqqfij^:— 

ar^pfRT^qiqeftqrpqqitqiifTRqJtq^ f, wq 28 -q qi 31 ^ 28 -^ 5 . R aqalRr ^ iT%qr -qr qqqq q<^qi<g | qrr : 
q1^gq^rRF'^^q^RIwqrRlER^R^qq68qr%a1#q3Tfl^^^ Rf^I aftqfRqftq^-^f, 3n^%'iTmRiRtaq1Wii 3^(R3i35rf*q 

(sT^^rPq ^ qi qqtwq 'Pfh rjir^ RtiI ifH TiRiq) '^f) ’^q 'R qr qn '%qf)q ai^sfRr wifRqiid qfl 'Rn 'Jiiq.Mi 



[Hnrii—'nTO 3 (i)] 


HR?lT?TTrSTO : 3RTTVRW 


8. "3^ % ft’W 122-^.^,— 

(ip) “ti^ 28-*I'’7PIJ?, 3fJF3fk3m%-WI>rTR'‘''-Sl??T28-n3ftTW^28-T " 71^, 3W 3% 3TW -J^; 

C®) "^Rf (xi) ■?Rf a(?^:'Wlftfl ^ 'Jim'fl, 3T«^; — 

TM ^ fimW 3ftl/*R X’RT ^3?K ■ftrfWfcT I 

9. 

(^) M^H 26“^ % wH '^TT P)*^fVinafl m^h t<fll 'itm'ii, :— 

"tI^ 26-T5 

(tWT 122-'5t 

WFTI^-H % fiiy. % PvSfiM 'JP Pi*il''i % fd^ % 4i^irH 

3T3?P?f % ^ WJITT3T 

1. y Hif^ft Hti'Mi ■'!(ini t u-^cnffer-— 

-^ TW % 'TOI'h^ % aJk/^ % fsfpRfnr % 1^- 

TK W ^ % #W)lfR % ^ "n^ I mfhsT--TW Tipt ^ t I 

2. tr^ (tt^)(%) ; 

1 . 

2 . 

3. 

3. % Wf : 


2 . 

3. 

- -c^aTT- 

^ 3ffT - 


3?g5TT 

+^t fT ^ ^ ^ I 

CBT) 26-'^ % a^^rTsqrftRT fw WH, 3T*rf?l, : — 


“y^26-^ 

(Pm 122-?T^ft3R) 

W; :;7?yi^f %• PypRpn % fjll? 3^:iirfp^ % ^ WI'JI'T^ 

Traif'Jffl ^ t pp -TOT '3?qT^ %-FTB 

’’TT %tpm, cii{l<y----sp^siPTr TT.--——— ---'apit ^nfp?— 

-^-•■-%■ pfTF atpi^ ^ % — 

2. ■CR (iTaf) yp (,%) m ; 

1 , 


4 . 
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(^) ’PiPirH % ftrr? TfTOPft 


(’w) fViy, 


1 . 

2 . 

3, 

4. 


1 . 

2 . 

3. 

4. 


-—' 

RTftpFrit ^ -IlH 

affr - 


3i^?T 

(W) RWI 26-’4r ^ PlHftlRin 3RI:WlPlfI aiTqR^;— 

‘'■!W'I26-'R 

(fPIR 122-^ 

<QW ■^ T4?I ^'4j Ri*^ ^ tVi*^ 

1. ■ftFRf-4/IR TW sfR/^-i- ■3R^ RZ4?I ^ PlM1% ^ 

RRHiPI % Riy,.^ ftsm RftRT RT T4?I % ♦[’iicti % Riy, R^ilf^ % 3i^HH / R.- 

——————-— - ni^lo -—————-■ '■ % Riy, Shi^Ia*! ^RcIT/'^Ri^ I 

2. R^? (R^) Rir (%) RIR ; 

1 . 

2. 


4. 

3. R^IR tie'll4il R)T (%) ^HR, 3flT f^PRfW^Sn ;— 

(RT) f^RbWI 4lfV4)lfl RH (%) RIR, 

(RT) RRi^Wt R^f^SflR) R)I (^) RIR ; 

(R) R^f RH (%) RIR ; 

(R) RRI^IVRRrftftlRRRit (%) RIR I 

4. RftRT afk ^ Mwr % frm INt t Rrthsr--(Ri^tRi- 

% ftlR)R!t tRR ^ I 

5. TRR-Rit RiVr sftr <iHy,-R)t PiClBilR RitR RWR % 

RIR lart ^Rn #>1- rri rrri ^ rwh%) i 

niflyi—-1-- TyRTHiR- 

RTR 3flT RRlflTOPT- 

'f’Rt flPJ^R ^ RilH I 

ftRTR:—'RR^RR^RIRRftRffR^RRRT, R^TRRSflTRR^RR^RjfRIITtTnPT,'^iRIRR, R’JRRRafiT■'rttaiPT% R?ftRft sftTR'RRR 

Rft stk RR^ RIT ^tRR Rm/R3T, ROT RRr#4f[ RjrfRrtig^ Rtt Rlfmaff 3ftT 3IRRR 3IRMRR Rft RRPlt RRI 

RftRff % FRlftW R1 RRRft 3rf^T<jft RRIRN OTIR RI^ I 

2. ^^'In Fi^RRRt % RIR SR^RR Rit mRi 31^5IT SI^^^tRRRiTlf Hi|3<e(i|0 ^)R{[R hii'h f^IRRRi % 

^ertT 4< i RfMy /OT 4ihr ^ 3iftiRnftRf M Rrnt4" i 
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('*!) 27 ('®T) % Pt*^f?nnsin 'PF^ '^Tn^ni, STtrfTj^:— 

vr^iJ-T- 

(f%^ 122 

ftsri<i 311 % ftiM, <.<w '31’1 Ti3 % ^ % Rmv. 3ii^<h 

1. -W% "^f/IR- 

^ ^ ^ 31^3^1^ --- 

% Ri>< 3ii^‘Tuni if I 

2. 31^ (3T)(f) ; 

1 . 


2 . 

3. 


■fliflwi- 


4. 


5. 

3* ci'ih'fl'+ft ^iT (^) ^IM, 3ntqn^ 3^ if: 

(^) f^PlHh % dTK<|l41 

1 . 


(73) 3T^W^%%^T?R?13ft 
1 . 


2 . 


2 , 


3, 3. 

4. ^RtHi sftr 44’( Pl{|f9®T % Rin i^^iK %/<ii(l<g-^ fhO^M % Rm, ^'Ik I 

5. -— ■— - ^ 3ij^iP7i gftr ——-—■—^fiOfiiW 4 ( 1^1 % '31HI <9irt irlTal sfD'i- 

-■^f^7R7'l!TITr7^f■^1ft I 

nrthi- -fFTPiR- 

•1IH 3^Vl S^lf^^lFT- 


^'41 ^ ^ 

;-1.3ii^'^'i ^711*4 hR^O 3)T 1'W(m, Vth 3ftT 3^^ ’H<i'4)% 4^5“!, V“SH“I 3fl7 % Rrii<, sftT 

3it 7J^; ''pif ^ 'Tj^RT ilRH/MOi ^W7 <itt,-{l4il 3nfni3ff 3^7 313’^ ^ 44nirT Rit 'jTd'll TTm 

T^TPTW ■3ti'4l TfW^ 37711%3f (H'llM, I 

2. ^Ti'in 4ci‘'i<4T%'7n*T 3Ti%?R^ mRi 4>'41'M 3i^4l<;'i'Mit Tnft+iO 3% Hi'1'^1 'Pt 4^R) % 44r^i?T 

37r3ftRF/^3iHftira7 aiftPFiftqlf ^ M ^Jtn7»ft’’ i 
(T) Ml(^^ 28 ( 37 ) ^ 7*JPT 3R Pl*^RlRsni Ml^f'H 7731 '^l>(^ll t— 

"3FP7 28-3T 


(1WT 122 'S ^^ 317 ) 

■RRTTT3!T 3ft7/71T*"377%Tt^RWt'%'^7373 177 fTITR'JI% Rii^, 4u5''l, sfrf 7777133 % 1 ^ 13 7377'SNt% 7737713 %f717^ 

37g^lP7T 

1-ft*777 mR^T. "R hi^ItS -37) Tiffd 3it 3^ 3T^^rP<T 

2. ’ATTTf-37) 777^ 3733 7377 3^)7/777 ’JTT^ 713337) % 71775^3, 3'JfiK''l, 7771733 3ft7 f337^ % Rw. 

aigsPn ^ nfTTit 11 

■3, 1TC ( H^) 37)/%^ 3T3 ; 


1 . 


1/ 


2 , 

3. 
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4. (%) : 


5, % 3P^t^ ^ di'j^wff 3T1^H <5(i '5^ Hiiq sfk/qi <iw 

% +li4B“i, v''«K% RifK“i 3fk tiwiv-f % ■^sirar i 

6. Ilf --fjrihs iw ^ I 

■qr^-srnt anit^fWi 

frthsr- fT^TTOT- 

■^inT 3ik M<;ifVtIR- 

3I35ITO 3Tfl?^|fn^I- 


'hit ^ I 

3T^tP^'9)t 

1. TW ■«Rr ^i?iT3if ^ Tff ■'FT ■Hii?«i ■=n<T I 

2 . ajjiiPd aftr 4 «ll«hiui ^ w«m ^ 317^1 ft ar^^inw ■qfinrf ■^’ TP^flici ^syrmn aftr ^ aiWfti afk ■sthutt 

3lftlf%^PT, 1940 % 3Ttft^ Rh*! TIIf^RTTt pi{1^1^ % ''K Rh'ii ^ivjii I 


4. 3i^[5iP:?niift, arjst^ % 3f#r ^ ^ Tft Rf# ^ ^ orpn ■jnftra^TTt si^./TTi ifp^a 

31^ si'iMt-rH'iFTrf 3rrftRiift ^ ftrftaRr -qM ^FMiRfTwf%R3^Tfi^t[p/'CT-i-5=i7^^Tfi5?iT7n3T3aTR^^ 
T& '^TOSfit, tt fiq ut ’T fifr t, ffN RTO ^ arfiiwi ap^fV <Rr ■r? trt t^ ^ wi ^ ttrr 

3nfiTO^3flT/^ a r ^jiNH TTifiro^^' qUmPid %~-tr M-f;.; ^pRfR^RTrn t; sti" 
(R) 311^^ 28 R % T?RT?IpRlftlftSRT W^H 3T^:T*iiPi<i Rh'ii RnpiT, SWfcl — 

3rfOT 28-W 
(Pi'i'H 122 3? ^Rau.) 

7^ % Pl6h4 Rm^ul % Pm 41^ PiPi*i(''i 'SfR 'lifsK'Ji ^ STJ^rfR 

1. R■ftsif mRw ■^f firha i?;!^ srgirRcT tt. " ■“ 

2. -AriTi-^ PihPiRsh ^usk«i, Ptf ^ 11 

3. ■tK (TRf) T!ET (%) -RIT : 


4. TTSiFT n'hll'hl 'h4'4lfl'^*<; fiT (%) 'll*! : 

(^) 'RrPrRf'4 ^ Rl>< '3TR^pfl' 


('^) MOSiR 'Pll^ tTl'tqi'Xl 


3, 3. 

s. %gTtfR7f^fTI,' 3 ^ 4f M ii;f%MRiR, ' H»j5K»i , Pro^'^nRitTRT 

% PflU 3rft|‘}ifl Ph'll -^mi % I 

6. ^ ni^i H^Ti <i'[l I 













[’imii—■Ens 3(i)] 




7, 

% snitH Tftnt I 

- - 

■Hm3^k''TO5TMH- 

arfiroft- 


* iff, tilli I 

1. T®RT dVMl({( '^TH q|ff>i(^'h '^RTRffl <'W "ItlT (^*41 '■llu.MI I 

2. "^fl U<3 t 1 WHl«l ■'TS, 'iR^'Cl '^TSRfilftT [+'*41 '^ll 14,411 aiftT ^ stltiftl sfiT 

TramarRiRm, i940%3n^Hf^3f^fs?Tq;Tn^f^Mwff%3Tg^mmmgnRfi7nwni 

3. d'ti'il't)! *4 'R^iO'}'^ ^ Rh^ ^ TJlRroiTft sftV^ %e{Ri 34^31 34^*41 Til Miftl+l[l ^ Rm 1<[ Rb^l 

'>il*<‘ll I 

4. 34^3R<i*4I^1, •3T^iP<T % '3T*^t3 +i4 ^ T!f[ Rb-tfl +‘1 % *idH '^f nRoict-i ^ 4^(1 34^3 Ih 4 'SnfR+l'd 3ftv^ % 34^1 

^ f^ftsRT i ^ •^f 4![f[ ^ 3433 P<t ^ births ■^, 

Rw+t vRq’iRT ^ t, ^ ^ aqftTOm 34^ ^ ftRwFT qp45tr ^Tt, ^ 4T3F ^ qm % ^^!RH-3433m 

3nfR^ 3ltw%^3433i3)f^T4*3a[3nRj4?q<[^ qR«4Rin'n33Tqic^'q5if%3R^3^ 3T33Ra'=T^^TT!^^’’i 
10 , ^Rwif^ 345 ^;^^^f,'HFTi2t5r3<ki2Ti%WT m fqcrRiRgd tetwit 34*4f3^:~ 

WTta 

^ 3[R3fR/43 34^^ 

1 4+l4+/44tl '=|ii+ 

qmmtJT 

1. 34?4ft*4f3 3fR'qf^:—4[W4^^WH'qTf^^'3ft3g4^TTO, 3M'?414^434Rlcp#gTOT 4^[ 

2. .—T^R^^%^T^3f(4CT^R^i^■%fi!|P^^N%iW^^tg’Wf^^^^ra^'m■^'^tRT■R^R4R^tlR^i7^T wn 

ftR4^t^qqnf*!F^'?4^Tm3fRTW-q3*fi[^t^r4qi>4WPiW4;5!n34t'£t1^^^3[k:TO^t1^CT^34[, 

•4 4 f^4gra[ % 34^ ^ tP+T ^ I w ^ 34m ^ ir+m, ^ 4^133 3fR srt^ i+t 34 ^ ^qsf?*44 15 W 1 - 33 +TTqli ^ 
3fR ’+?[ ■54444 ■(,+1 ^ '4'W '3^444^4 ■^ R(PiWa R414I '3iWI %, Pqi^)'[|, 544% ■t4l<4 3^R 44i+ 'Jli^ ^**4 1 4iRi4l 

q<4l’<i 34i«t)K 'q^t ■gRft sfR 'ilei ^ ■3454 'Htflfiid '^, +?1 ^i5+'i ^ '^T’TO "451'^ ^ Pic|k'*I ^ f^TQ^ +<il ^yf^d 

qjRfti 

3. -+4^ ^ ■+! ■?^TPHT, -q^rrar sftq; ^?4^ -.— T4T44Pn+ ^ M "R ’jw ^ 1 ^ 5445 ^ 34^f^ -ft, 

3444!rC34T?4, ^ 3IR ft^544iti\ 1+4i^ld^'4? sfiT T'SB4^dI34t % 1^ lfT«4 sflT -#34^*4 ^ t45|R^ 3i\t, 

■pq^ ■gf^q4i^ Tfrit I 

T. -iSflfT ^ ^ ■% % -qjp 3p;% % R^Tj; 100 ift^T T+I ^ 3f>q T^RT ^'G43+t % % f^ 

50 34 RTR 44 I ^ iIRtT, ^44^1 RT4=iM^ 3474>+r -^fT T?q7 ^ fmi :— 

(1) 4,(^4^'!+OT 3[^ % fcTO, 3^' 4^IdT3Tf % 4f^4^TJl sfR % feij; TdT^4 sfk ^4^3; 

(2) TB 

(3) TB ^R^r3+4 I 74TW4 ^ 20°^ 25" % 54t^ T43^ % 1^ ft4^ 541137441 

(4) TB R44t:[ (W^dTJftWti^); 

(5) B4T^M^f+ ■?ftq, 3^74^, ■R^tfrqt, TjB.sn^,'^. TPilTT^iifar C*!^ '■roi^f^d ijRiT); 

(6) feram-w-'S^nf; 

(7) 54QT3H-W-i^5TWi:l; 

(S) ^44-s14.-4h5-341'4^.1451; 
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fiwni ;—(1) '*rrafl 5Ei1'T?llW sfR tq^tanpiT-W-H^ ■EIW 3fr( 

^ T'l^jRT sijiirw 3nftwrtt sfrt/^n jh^j^hhh gKi f^y, "bn*Ji 

^^sni^; f^ti'n ’^tTT^ fifif^in '*fi[ "^n %, ^fs) stprim % "to srrriri % f^MPit % tw*! 

TugfiiRT a*it^virai ijt i 

( 2 ) ^ ^WTf ifft ^ T!FT^ % ^-^f 

Tt^^n'rpfET’Rai^'R^ri 

n. 

<<W ^'fi ft^fiiRan ne|^iT % ’'pf^'lft'R) TWR d+'fl'^Fl d'letil '^ten ^ipf'TIT ^ RTRI % ■Si^HIT pl^il; 

(w) Mirror arPi^-f^ra ^ritt tttto mRpiRmiTRTf^srit 3 tti[W5R (ttro ^o ^o t^o) 4 

f^PFTrfln TTtftr sftr f^rft ttri ^Nt ftRftrr tIri ^ 3t^'TI 7 i jtI tt'ji!' frnrr l^^tiH, <.<w tt'ji? fiti*<i 

R5fil 3fk "TO % WFT afiT/TlI ^TT% % ftpRlfoi if 3T^R^ f^rftuTftR friSRif ^ RrifRI TIB 3^k 
’Rlf^l 

(T5) Ti<FHtsfft ^4it«Tfr—f^yiF mn trt^i-i ftran if rt ttrj?!! ar^rmr ti«it tw TiReauf % a^k PsrfHRfoi ^ 

■w sijm I 
(fl) <ftH^ah-ff'ITj/’(^) I 

(R) T^ ^ TBBtftm—f^TO^ RTTT f^ITIB % f^PRlf if # a^T 1^ TFWT TIT^TOTtR TT^ ^ SRI Rm TTr^rtTUBT 
f^f^TRflR RiPTWBr wlsilPl^fl ^ HHi“iMi|/rfe'Hl*Tl % TTR? TpTI ST^'T^ ^ I 
firnruT ; (^) T^ ^f^ SRITWitilft ^ TRSRT STJTiriT Tnf^wrtt RT 31^51'ST^PtST^Klf Tirf^BlRt SRI 
TW ^ 'i ■sFpf'TR Rff RBI % SI^RR RRIST^Rtfcr TtW I 

('®) ^T^TlfRIRirf RiT RF RtRSIPRR ijtRI PF RIT Slf^T^Tff % aT^T^nT sftr TIB'^ff^PR RSfil if R 5 W STT^pBicIR TBi'ftRif 
aftr <rJll( 5 “l, R'JSITR, R^f^TR RRT iSlRR ^ RRPRI TRR ^ff^RT 'fipRBIBIR if aTRI^j^RT *e|W<T> 1 SRI RF TIRSftftT efi^ 
RriRT Rnflfsp RRil SRI ■RIT^ ^Fli % "^1^31^ t^f^TRf^ if/’lIFRI TiRBB RSfirit'i RRfB ^rM'^ 

f I RRfRiif ^ ^ TT 3T55f[ f^^Rlk RSfrlRf/RFFP TfRRB RSM ^ fllSBt' ^ 3TRRR RRIRI RBI RlfFH, ^ ^ 

■R. 3FJT8iIRT:— 

TTRTBit % ai^TOT Ri iPlf^ RRi % 1^ RftRif R?r RRfRT Tjrn T^ 3^fT ^ RIB air-gsRRfiRR Tffil if TT3I RPRITI 

( 1) SBiaff % RR if RtTTRfT 3TRRRR RRi % 1^ TRfRTIRf % ^ WR affT aR^t 'jiMR RTtW I 

(2) Tt^ RI'BRTTRfR ^ aRIRPRI f^*'4IRiHB R^T%RRIRR ilRtft3R it RIBai ^ TRR RT TTRFR I 

(3) RifarWi % Rff^ TFi ii ^(tb trr ri trr ttrs^ rr 'bsrr i 

(4) RR Rif^ Ri ^Wr % Rif^ Tsi % ^fTBRt RTtP^RB il YiRTRRS flRR fRSIPft RfTRTR ^ t, fRRft RRIMFR TRB 
RT TRR affr W RRRit % TtRflR 'RJRkR % ftlR ^HRRRII 

(5) RR^tB %f^ ar^R^RR RRRSf afR aifRRRfRff %RRTtR, 'T5RR, TflTBlI 3iT ^RRR % laTRTRT I 

( 6 ) ftRTRRlftRTR^'J^tRRRRTI^RRRti^RRI 

( 7) Tf^RR ^ f*IRRR il TRR afrt TRR TtRRRit RiT TfRR TIRFR, TRTIRR, TTRRRT Rff^TR, 'TT^KR air fRRTR I 

( 8 ) i^irffriTi, ft'Ri^ air RiRBj iitiiR ^ Tt*<TMR Ti'i RfRiRiaTt rr rr^r affr rIrr fTRisR; 

(9) TTwpf %PiB/<;^RTT| affr 31^ fR-PliilR TTftFRiarf RRrPrR WcB I 

(TO) f^R^^RR!^1 %irftlR afkTRIWRIT tRRT^?RRT^ fI;— 

(1) RRRfR, f^BTRRlftRB^f^ai^R^TRRajk/RITRRTTRRRTI 
( 2 ) RBRT RRI TRR aftr/RI TRR TTRRRi % TTCIFR, TTRIRR affT TTRRRI % sftTB W'^RR RTip, I 
RFRPRTRiT: — 

TRR aftr RTI% TtRRRi % TTRFR, TTTPB, R^tfBR, 'B5ITR afrrl^RvR/fRRTR if R^RR Fti RIcTT RRTRR TTRT affr RfRR TtfR it TJRT 
Jilt'll airFTIRRRTTT3ITRITTBI t^irri TIRiTf air ar^TaBI yPNRM'l'ti (^ TT^ZMIRiT Ri, RIRRrRRmRRfRTRTfR^fRRTTif RRlRf’iRfRRfRR 





[MFin— 


HTwaiT ; sramnT’i 
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3^^^K '’ITHi'i'^'l'jici sfiT ajftiipKi -nm'ii 3^tT d*), <*w sftr d«^ ^ fVin 41 qF'In sr^scu stjwft 

'ti't.^ % Rnn, '>i<HI rt-JII^I 'PfmT * 1^1 %, dy 411 c) 4 ^ ftcHlftcl '>li)i,‘ll I 


ri>i4l ctiH PiMlcnRaci ''7^ irt^fc), hiii^I^c) sHIt OTVlif^icT 1^771 'S)|)) 71 l, Pi^^f^Rgci '^Tf^Tf^TcT ?1'ii f4i'^ 

^ ctcn T^llnd -1^ ^Imi:— 


dMW7 

Pl«77?3 


377777373 3)1 377#lT 

1 

2 

3 

4 

1 . ciihhH ttaiT# 

«73WtZ7 l^iai # 

#3% 

■337 3773733) 

2. 37#% 37a%3rn 

<i(a 3fl7 ciiH ail ^87^ aif 

•ih41'i 33 wfcin^i 

3577 3773733) 

1 

2 

3 

4 

3. %a73ilfTf)H 3T#i3('7I 



3(777l#a) 33313 gji, 




"m <HHI*Jl'^’1 % 




33373^ afti aiWa) aa 




il HMai^(j)fl 3)4 

4. ’TTTaTT'a 37%7anOT 37q%7?)^ 



77#a)7J: 7777737 




tai4l3l7I7 

5. Taaifcii Taa di^Pl'i 

77# aRunal’ % fcag 

^ TTkTt^ 



P)aM»ifa3fr8i^ai4 

33313 % hRiI^i 


6. CTII^W-NtI 7flci7 

Wl^dlA^Hl'C^l'i^fVl'l HHCh 4) Hll bl'jc) 






7. f#ia#77 

3)iy% MnaiTf d aif 

-a#- 


8, Taa 3777773 #77?) 

3na3R% 3777773 71 •3133)1^17 374 

-a#- 

337 37733337 

9 . 3[W7373 

3(33HanflaRa^) 

-a#- 

-a#- 

10. 37R,TJTr.377a7ftai3 aiaT) 

-a#- 

-a#- 

-a#- 

11. 377#a#a 

-a#- 

dHMi'l % 37373 ^ ?7 

-a#- 



7733 


12 . f# ‘T'iJ'lai 

17# aRui7#' % f#7 f^a'a# 

<iH‘?l'l % yfclf(71 

337 3773733) 'iffl 





13. WalMJdlMI <i)Hf#d7 



3777f#a)'5M3l‘%'g4 

14, ^^rla^lPia. t7#437 



aftrara 

IS. f#f37aa1a#^ 

IT# 3l#r73f % t#7 laa if 'lia?# 

■33313 # 

sTiifiTa) <iH*il'i i1 3 # 


3771 IH % MR 33 ■*# 


37^33 37 33l3l'44 % 




TfPT 771 




3773773% 3713H 7l373ait- 




'Jicl 3)4 1 


xT. M(;i^ sHt 41: 

■Wr sflT T^TT % 7471? u|, WtH, #77)7(1, #tw, 'M'’1H«1 3# ftcK^I ^f T)^ ’77# "STT^ 3# 41#^ fa# 17%) #7 
7qi^+7 T^na "'77 <144ci 41 (n ^ ^"siRci t#7 '3TT#7 3# ft)4la7)a); 

(ar) TTaiui % 1 ^ sTTTifta Taa sfk rac) #iea?t % 77 W 7 <ii ■^f 377% 7 ?!^ 77# TTara Pd^^l^n, ^7777^ "gaT) #t 3# 

37 ## flTTtn a# 1^ dc^i<; afl 17877,15777, ^ilViHCicll ^7 TT^lIVd) 17 !Jfnij;77 TTMTa I 

(73) W7 #7 7%e f#7 a7 37)^ TiaT# # 7(77% t, # f# 7lfc7 4)’T'f## f#77 ^1177777 % 77#) 17737 TIiaTT ^ I 


31.S() (il/')7- 7 
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Cn) TRPff sfiT ■'d'il'Tit ftriHffll SRI fipj; Tin ^ TTOtTf I 

(^) l°Ki ^ % Hhn diiHiRin ti^r%, % RinH'ft 3 iP^h ■STItiH sftr '3 Ti5i{| afl^ ';jodfH''€'l tT*n 

31^ ■gw Tjlpt I 

3imH aig<pft 3Pin, T^t^sqritir^Tj^ afiT 

a^tT smiRT^ STiaT^HI % fTctW 'ft 
«P+ifiin ^ I '>n}l iftiT ^<ai ■Wfll ft, oisl 'TO sth^h M<i'i't iiff Pti^l 'JmpiT 3T*CT *hR; 'Rft % tj!*! ^ 'W ■^^ndl ft 

■jit dflilfl ^iT) ■fftrji >]||i^<ii I 


(^) Pi*^Rinsifi fl'^Til ^ Ric1*ft ft) (rii'i fti HRi f^ni ■'‘iH'f '^ft, ^*n Pi'Hitl'i ^ftt ^ndl ^ 

'%' Rn^ Mil'll M’lK^i'i 'Slftp^ fftftftffiT ^ ^Pftff ‘'ncftpft SKI 3IT'4R ''R Pi^fftci "'iftw ^ ^STnpft : 



4^414 4ft anqra 

Mi*i«iil«ft 'fftro 

44ift4 ftl 4fftft4 

T44'R'jjn 


^5>% 


ft4 4fft4iK4)M414aftTTOF4 

-4ftt- 

lErqjPT'ft^T 

41^41'4444 

■ 34 ^ fttro ftftftt ftftpe 

-4ftt- 

TE41TO 

<SS‘lVl ft) mRiRi 


w. amfl ftifftnf oT q w i( (/H i » i » umw* ! nfa«in( ; 

RiRsin *11*141 il^ifll nRn^l^ Rsft '*iin<(l, 'R^TRT ?l‘«li“i, sftT 3IPIPft fiiPi*it>'i 'fti i<w 3ftT/Rl 

RRZ4ft % ^ftir<r, 3EtRT«n, 'PTnR^3ftTl%!irn/^?TO>r'if a?R^'5nft'4T^R'ft »ftRftR^ 

iftTWfira TOqlR%f^TO??wftftft^'RiwiJ^nmRftK^ 'ft rP^Rw- irtft i 

W ^ 4ft firaftf i4l4i i ft WFRft^ yftnTO -qiWRi 'ft ft, 4n 3rTOKni'4Rftftr%T?RH^RiH(;'Rr; 

(TS) ^ arihp aftr '*ipft ■ft* Pt'^m*! 4ft, ■qfft 4n SIWIPJ! 4Rft ■£( 4iR4r lit ftl in TltsFRI % ftRI 

3flT aifiRPTO ■*J?4 'ft 'HNRm ft, 

(V) '^cil*il<i*fl 4iT ftinr iFrft ft) film, aftr Mfiffinf 4)1 dH<il*i fft)‘Hi ’afn^nr, ftroft' Pi'4hT<J)Ci t 44 aipirT 4n 

3Tftl4;TO 3IR4RrT I 

(■*t) ^'^'TOn4 (dWI^f) 4ft ■Rftt ■Rlftajm IFUft 4ft ■'1^ ; 

(^ T4?f'?tllT''T’a%4I, ■f^'ft^'ft'f^TniT44 4ft'rirai4ft'Rftt'TO'^'4Rft%'TO41?ft'T^ ■'34f44lftrqT'ft'RW^ft; 
(^) ^f4g4lfftfM4ft MCR l 4 f^'TORR'fttft r*lR(^ ^TO^4TfftRft 'ft^mWTP^iTT^ftpftPT 'ft ft; 

(4T) ■'jft Mfluim, -"I?! 4il{Twi,'lft, yi'ftl'hfll I4fl'Pjft sftr WRriRl^ ^ini U4i4)ft4ft'Rftt m!4I44Rft'ft?ft^ 

4Rft''I4f4*Ilfft4f ■RffalftRT ft; 

('5f) 'Slfil^FI 4141 aftr mpn 4)Tft R4*ft TffftfiFilTaft 4ft"5lt4 4Rft fti^ 1%R'!rfjp4Ii^; 

(^) ■RI4 aftr ■roft) ■?}4S4ft 44T ftr ■f^'P'TO'TOT 4I44H altr'pTTO'nilEl ■RR ■fftiTPJI ■'raftprf; 

(Z) R'ft3lf^TOlpftftrf^ RH:lfft ig'IRnf^4Tft7gf4ft4Hm, 4fft4ftjftt; 

(B) 411 3144H'n 4Rft ftl 1ftn? fftl 441 4TPW fftlRI'441T44'3=1: 'ailft ftl'f^'aV^TI ft 41 ^'; 

(T) 4141 ftl T44 ftl 1^4)4141T44 ^f434) 4ft 44 ft) 3ft^441444 ^ Rlftwn 44Tft ftl f^ll^ 4ffti4T4; 

(4) T44'^Wn,'TO144 afll'^^4141 ■'jft 4ftOT'ft '51344 3l4I4f ‘ftl'fen! 44lfeT^ fft444 ■nfft)4ni; 

(4) sT^aim aftr ai^jiichu ii ft? ai afft 








[Mm II—Tawr 3(i)] 




II 


(M) )(«ilni^ *hflRiy, Mfi;flimiJtmfl uHimiil^^ am^Mn 

^Plftq TI M>T% % Tft Mil y i iqt n Pml <ft t; 

C^) inMlCMMIMI^aRT) ■>^I«II, Mft ftSMTMMIlft, ift dli Mlllitll f^W*t <?ImW'I, M^lRor 3(k 

'ftt; 

(M) VI (^P^'^*^(% ■ff wMI^ iiitiPw 'M'ft JMfV^flitTfi arfiflM ^mi% Pnflun mi 
ftTfllui ■'Ijf ■jWl^fWR I^PH "line'll I '3'lfiWt^ MI MPI, TMH tlWIM'' MOm"! aftr MU4HUI % 

■^(tlH MI 3IMftP?f mi: ftiMIMI 1 diywif^lfl. ■Ull'lfil MI sM Wpfvlf M?t MRn ^ 

MI Mft 3TOM>5rai M)t MH, ftra^l sfk Slj^llf MmiMnft'ft mW^ %, Mft 'MN m!^ 3flT 

■ 3^1 jfrfMftiftaM ftiMi Mnvn I 

2 : MM 7PF ftr ftPlfi f td MfihMUt VI MIM ^ 3RlWg ai^SIIM ^MMIT t 3ltT MIM VM Mirft M;^< t, Sipf*!! Mlft PlUlftlRSII 

wld"if Mit MHM) TIMIM3 HftHMI^ff MU <jM*?‘I Mk*^ ;— 

(1) ^Mll-wi '^IMI MUlPl^MnW*! MfillMn I 

^ 2 ) Wm SI^idMMMlfilMirft 2^%M\1 m 31^1 SI^MtVIMintMlftlMiT^t3^^[J^[V^% 3I?ftMTF^'5M, STMlitMBHf MI ohIVui 
M. TMfl^n % ftlH MRV'M ; 

1. M^MlfiaM'MJJirMI^ W^f*FMlP'lP>MMr#^MI*iM3T, MM^fPlMI, Wlt^, 3rt^I?fPlMr MTftMltljt, 

•iifl t%%TIH, 3IMIMT?n^(, sflT MI5IM?I ^ ftlH ^ f^IMlftlMt, MPiftiMI ^ % 

3in{l M><.^ Mft 313511 l{t MT^’ft; 

Mfil Mili Piqitfl T®RTOR % MRV’M Mil 3?! MUMt ^ ifl 3^ TMITCR MIT^ M>t 3T35II ^ Ml w^'fl 
2. TSRTMH%-Rm^MI^ 

(1) MrtMIFI—T!^Mqfiw#IMraT^T^MrMR')S^3lfIlM>lCMnMmM^Mi^3flTMi\^ WfMIVIMMmTMMMimMTiTM^IMim 

(Mr) MraT18’^)60M^MJtaM3M3!r-iflhl; 

(^) W%MrtkM3MR45ft;M)lim'^MmMtfflflMI; 

(m) mmmu miwi 3f|;c mt^ mimfi 1 

(M) M^MM sftr TMMMN MTMTM ^ftMIsff %'ftiR'^, MM MMr fti f^fMlTOI 3lf^M)rft M>T MU MMIMIM M .'^ MT^ fMi ■^MI 

1^ M3 TMMMN VI t Mf 3I^IMI MrftMMrai % I 

(M) MW tOM n trilft R M3 ^ TIW % MftllOO tll<ri)»ft3< t£( 12.5 MIM ^ Mm Mtff ^ I 

(M) 

(Ml) <hW')MV> » fl %MMMIMT fa^ 'd »iqM ~ < MMlfma^fa4'^^^VPft^MMr iM I 1»fl'ji< 1^%MW% ^{« 3M i lM3M)fam 
MTU, ^^533 li^MI I 

(M) MW'?tMM3'5IM 'fMilEfl'TtM '333 MV MMT Mit '^filFTM sftr’S'TCftfM MTtflin ^ 3IMMTft?II 

(V) Mt^ 3^(^ M^rir^Mi 3M3:fJ3WMWI^^332{t^Mrt 3M3fti(1Mr<%Mt^?MMl^M^VitMT 

(2) TW3imM(taRfh1tW3I^3IM^MnMJft'^f^7''T^f :~ 


(l)-^Mf^W3ff’^iTWMnMift%WM(2) ^f 'aftxlRsra 3^Mf^^^^^TM(P3’^3^M?r^^qf^TM^IMH 
Miff MTW alh: Mit^ MwfMT VI ■flMMT M13T ^ MW M3 "MMM MltMI I 

: TMM^MIT 3MVm 


3^113: 


aiWHMf) SIMfM 

( 1 ) 


(2) 


(MT) M'^3ra 6 MIM 

(W) T(M/gi) TMT #MM3___6 MRT 
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(1) 


(2) 

(H) 

■Hftd=H<1l 

HWRS^TIHT 

(^) 


3 HRI 

("5) 


6 

(’H) 


eiV"h % HT^m'0; HRT 

(1?) 


3 HR! (^*lFft«F) 


afiT d'raiftd 

3 HRI (SRHPftH? 

(^) 

Hhrii 

Hra 

(^) 


HW 

(^) 

3TI^R 

HRT 

(^) 


WBW ^SRI Rt% % HTHm 24 H’’^ 




(^> 

31^ %■ HT 3T?I^ HTI <fl«hl<li<u| 

HJRT^ % HT^T^^T ^P^ 

(^) 

HT ly^l/sil i^-d/ait <l^d ^iln 'PfH^ ♦i*h4i 

6 

(T) 

hRi^sh 

12HRI 


ftnpiraTR*nn aflr TipFTor ^ fflpFTOT afiftwrft sro ^Rii Gqpi ^ ^ I 


(3) (^>^T5qflRTTJI?I^Tlff^i^a(fkTTKl^TWfln>'^THlPRT'^TWW 3?Slf?I ;— 

(^) 

(T3) R^'dn 

(TT) sraiRFrTw^^mR^lftprt 
W HR 3WKor ?pjft 

(^) ■RIFHor 

c^) 

('^) ^ ^511^ sflr ^TO'^T 

C?!) H^RT TRT 
'HreR'iT J'1Vh< aftr TTO ; 

1 . :— 

(i) TSRl ^IRIT 7IHHT alk '^ : '^ HgfHfl 3TPFR H>t 3lk "3^ HT 5M^<W I 

(ii) 

(iii) 3ftT^*itFhH 

(iv) ^ ■ftlH ■^^TR^HOTH '?rHHl; 

(v) ^^^-. feft^^ ^iMHR «jfl■^Mi taftr-RiHmnlMlH-it^iftfi^ afr;: 

-JTT iff 3% fTRR fep 3m % fipF? wi^TWT 1ft I 

(vi) jjdl 

2. feH^'trilfM'l % l^nj;:— 

(i) 1,053) 

(ii) fi^HT'jid 
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(iii) (1.3x1.4x65 

(iv) %7n1^pft % fiin ^ MW 

(v) MTf ftrff 

3. HIm sftr 3rTMR'’r % Ri*^ :— 

(i) '"KMI'fl *IMWld< 

(ii) *H*i[41c 1 %' Rm dHWi^ 3?^ 

(iii) (Pffwif ^%MIM) f^ITRI 


4, snMnt % Rin:— 

(Mi) % fiiPi?i(ff % ai^Mn: %TO ■'fnfteMi m 5) ('S'^ir itn) mit j^tiVi ftmi ^m,<ii i 

(Ml) llRl WMMi :— «f?II<}>MMi 4 t 1IM "gwaftliftHlVinail'lI'WIIMirTtMT, 

Tw Mf) a^lT Twrai iff I 

(i) ftl|z 4wily (^ftifiiln) tiRTijlM nrS4I5H—l).—140 

■^#r( 14 ftHWter ati^wTirtMTi 

femur;—it. n, wimpn 01^ mit 
iiH*il‘i RhHi 'MT % I 

(ii) 3Tt?T ftl^ ftWMH (MipJjfIT ^ ^i it ^)3n^. it.- 100 fi, #, W % 15 tMOTM 3Ti%I 

^iiTi 


ftmm;—ai^iifirarit mif ^PiRc^u Mitm fii nfti 3ii^ it/^t(M it/it it if sifiMifiir MPTMi % ■pfit i 

(iii) MM TMiT MiPnM'T'it Mit 45 1^*1 iiMiti % Rm. iim 'Jli tirirn. i. i. hh. sit. w,m- 


(i) MIFfi, iM 3ltTm^iftn aHMilMH 

(ii) 5% ■'^pitMMTMMm^mitM 

(iii) fifim Mit uiim Pi'4h, sttr (J^hI i 

(iv) xil-wi P)4 h 3RT:'ftni 'iz 1 

(v) i)4FiPw, itrr^MTftm, iwi^, ftHii«nit3 vi 

(vi) TimiM sftrsritfiMT^iifefi 

7. :— 



I 


(i) ilir 1ii Mi^, wiiftm, "MiM, m?r^, -jijf i^r, :;tk, ^ ii fs^ i 

(ii) MKmarriiTriiiFi^iiit^'-i,25ir3titof^^MT#tMi 

(iii) ftFIS, "RrTMMT Snitfe^,’FTI MTTOST sftiiliR MTf^tefl%3 iiI 

(iv) iMTiMfimMIitfei 

( V) tIN 3% MIM 3TfM#IM "gRRI MftfrI ailajq^q 


(vi) MWMi 

(vii) 7$^ MT^ MHPiM I 

a. :— 

1. XPfid'JltJI t^Ri Ml il T3: fsit MiqMFI Tt3T WI t 3ft7 MTMT MtaT, twffeM MriraFR 3tn: 3T^ ■jtiM 

MT ^ stk fiTMR 5RTM ii ^ I 

2, Imr atn; ^ "diil aifi^-^i+i 
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3. *11AP) 

5. Win* ^ 31R ^ITOTI 

6. iiFT +4Ri^ Pt4ir>r dtnuj!) i 

7. g i fV rai 

9. We=T STTORf % Rpifl'l dllVlini^ I 

10. (■'irap) 

11. Will;* 

12. 'Hit t^ia^ftmtAjjiFT ■sijRm'*1^ ^'215'T I 

13. 6'>ft. ■>ft. X 50f*T. 4. 

14. 

15. dniR in I 

16. ^1*1 % «i*iiH ^ ^ ^ tuy* sltr imJ) I 

17. ^ % ftni ■3Wn tPft ^ MRhAH 31MT 1^P1^ 8“ ^ 10“ ^ ^ 

18 . 

19. PhW'ra 

20. TW#ir^^iBTT[ snvni 

21. TIT^ afft 

22. Tif^TTnmw, fJroif «ii^ 

(■ST) 

(1) Timr TW ^1^ ■^hr Tiftf ^ afk iiftf ^ aflr iiRi 11 ■?nft ^ppft ■Rrai aftr Wft #5 % iff^ ■’ll ^ 

'Sl^PTOrf fiiy, 'HU li^ iff hc^ 4) <114 tiwi 0 ^* 11 1 

(2) aiR<^n ^t#»T ^ ;— ■Rift 3P«PF WA % lift ■qi ■Jlft T?f l?^’^^ ^ 

ur^i^i ippi f'l^ ^ ifPn i 

U) ^ipivi ^ ftftl irttaiPiff ftr ftilTiR aftr % ftin ’Mlfilfte) "ftR I 

(4) RFra tf*ft ■ftRR (’fiR ^ ftlRI) 

( 5 ) TpainRnft^ftrftm ^g i yfln 22% 

(6) 0.9% 

(7) RHHiftlRPRR 3 flT 

(8) >ftq 3ftT fiPm l H 

(9) ■g^iRftiT ^ aftr ^ i sfk ■'IR an^ ii 'ft» ftrn T^ftrer ■'rttw’T 1 

( 10 ) mhI'kiiNi ftf ft) RIhiI RTF ^v(ft ft) Rll^ STTOI^ftF afR STR tbii'D I 

(1) ai^-flpfltirft ■*nr ■^Pn ■Pf ■fft) ■waft i^uRrn, ■rriPrt aftr "sreim fftr^T r^it t 

MTOftR ftRR tfftR aftr ■RW OT 3 PfnftW irttwnt'Rift iFft{ ift ■^f -Iimft ftr 3 T 3 ?R % 

(2) ^I^^a1T^ftt■!2f<^:^(•Il:®R)Rftwftf^■gfftF:—■5Rft<F3l35iPmrftl3:^31T^fttl3lkT3:R31T^^II^^ 

WIIWr^ftr^RfifRn'^RR, RTift ft)'lftR R<<t)l< SRTTfT JIRf^TRUaft^ 

■qr aiqftt iifttRRM-ft TFRTim I ft:?[ RfttflR % RftRm Rm ftr ■'R ■^mift I 





[Vmil—^F»3(i)] 


; aTOi»nr>i 
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ftiqUT;— 

(T) ^ini'sJt ^ ''V'^ ^ HI*1C1<i 'iRl'hl'iif "sHt ^ ^ H^!'®lltl^72 '=l<ill O'*! 

'•IIH'II I 

(ur) ^ ftr^ 3n?if*Rf w f*Rft'ft 3191^ ■'R irjftftra ■=rtT 1^T^n ■ain?7Ti I 

(•q) W3Tiiinqf^<ft3iffitrqT, 

^ Tdl urt ^ ftiq t^HfiriRflii RiRnftdqi irWT :— 

(1) Tqnqrai :— aftiRTir, aqg, HRflpitRfiftiq, wt'rjjjr, w 

i?Rf, ■'rttw, ^Wt, ■?t'#>tPRTaT^MW^eqtqqT3iftR»im^qftW'^'3Rfrfftqn^fkTf^ra%f^TqnqpT 

flpqT qq! t, qn qq wf (f^^B<h/uf?Rqim) afk ^qqq arPqjtqr qqr qqrft f^iPproi siftro^t ^ triton ^ i 

( 2 ) :—+iiiB“iqft flifla, wniRqqft fli(ha, 'PrdWte'^fqrai, aqrtcqq’j]!', qqan^ 

fl(t I sfk lyq 3Tif ^ II qfiRfti^ q^ftqi, ^l^aro t^?i, q^ ^ q^F iiftrsn, aftr ail^qf^qi iiftKl^ qft qit^ ^ 

q^twqf % qftqiq.ftiftite^ Rfirq qnr q!T qiq, aftrqqi, qqqlq'^l^'qT^'pRq'^qfl^teii, ftffiqqi^^qq^tq^qr 
sftr 3nq<t fWRwn arPiqq^ % F^mw 

(3) WqTftRer :— FqifqrttfJRqn^qflwq-^ten, qrtiqraifRqqq, ii»ft3ft/3nq^qq^jir- W 

qrar, TuPqqqif qiT qiq sflr qqi, inPnqmf qqqjpi, ■gPraRtwr, qq? ■?}. AWm ftqti qn Tlqrq^'ftiqq^qqqffiq 
^1 

(4) M^iM fiFUqqqrqpff qii srf^q^u :— ('^“f Tqq, ^iiw rri ^?t/H^<nj\<; qiq, Pim aim siq^lq); 3Riq qft q^ qrqr; 
■^tqiraifWii stR qirft qR^ qi^ ■HiPpi % FRiTOT r 

(5) q?M/?ft^/#fW-'^/t?R'^qftqq 0ftT<if % ^iq^f^qTq^^, Wt q., qqiqqftqrftqr a^kq^tw % 

(6) qq#rftintqn ^P i y kir; a<kqq Tt^r^ qq qrq, q. sfk qqrfki qfl qRka.afk qqqWqft 

% wfft I 

(7) TFF ^fq>, ^fw q^q> % qrq qw ^ O'O qft qqq AfM'i fkfli a^q^q qrft qit qiq i 

(8) qftifiFqi arfi^ 

( 9 ) qqkq tjj(4f, RiR'Wf, <.<w % qfq qqqki afk kroqiq ^^iqr % ai[V|<^<a qi i 

ftnqjT!—qw ^fqzqit % ftiq 'ft ift arfk^ qS qn^ft I 

T 

TFF qft ikft aftqqr iiqHq> ftf qft ^qqf qr RiHRiRflu IWifeqt Fftft, arqfn :— 

(1) qr ftftiqj'Wiq qr afk qrc awft ft qqnq qq qift qiq 

(2) qwftqrqqqiqafkqnr 

(3) ar^iPq ftTsftqr 

(4) qwftqqiqj 

(s) qFFiftw, ftiftqftTqqf^qRiT%sfRFqftiqftfqft3i31^"q''ft’^rfthqqifkftqqqiPqqftqiftqri 
(6) TFFq^ftqqtqi^ ftijftqrqqi^fttq qqiqiqnqiTI ftiRqq Tqqq'jjft ftiftiqqqq^qq ftftftt ftqqftiftsRTqr^qftq 

qn qqfttq ftrqT qrqqi: 

Twr q'JjT rtqw qRtq 

aft 

ftkn 
■JJ^T'ft 
qftiq 


q 

ftt 

kftt 
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(8) StRTin^ 

• (9 ) T®Rf •ftl CW ^ PIhWi, MRi "sUX mRi^ici 

(10) 2 HnJl 6 Dili) tftOii'tt ^ f.<aii 

(11) 84^T>I ■Sf ^ SPft'Wl TWf 3IMT ^ 3 m41'1 

(12) mPvi'tinf■^rw'nn^ -nyiMi-*! fpi MRi+n<t) % ftnirinv,'ii 

(13) ■«f{t •aRtl^WlXFTd'P?|i| -ajHl '-41(1!i(, xifi;tHlHrlRl?!, WFf "’ll fir*t)Rr4f Xfil,(^'Jal^ 

(14) T®RT ’Ft T4 Pl44f % fjpw 2 %T^E CC?) % JMUl* (i) '^f r*lPf>WI X>4«iyi*fl 

% % 3nftH (^ciRn nb4i 'fli'<*ll 

(is) '^f **wldl^dH'i fqn(lRt 5)^ ''R (;f{tl% w(fl "iiH '^^1 <;CT ^ q'fT'M.''i 

lltnT I 

II ftlfili 

i'KRfl ■ftiPTXf srfMftnr VW «<R«I ^ifl BRI 'qT SRI XIT W'<MilO TRt ®Nf SRI, 

'RI % X(i ■pfRft Tf^R^l^RT ^'134 % ^ 31Ritf^RI P6*II 'Hit'll I 

HV-g STRflsrRfRlf llwi/ci'ioi d'w fifl^R WT1% ^ yin Si^^iinn i(1IIi<mO 3fR Tl^ ycnn SRI Pi^'ki PiFi<ti=h ^ dy^it 
^ jfMIafl 3I^tW3i1i ^ SI^RRH ^iM, 3T«rf^ ;— 

(38) -qftRT, aqift;I 

('^) <<wi^n % Hflyit ■ff R^ihr ^ ifpn aftx wi Hiipuiiis sVn, w«ira4, sigi^ afrt 

■5ITTI%I 

(15) ^ftTp!R'ff5!T45Rlir’!RrfW, ■9’([W3q5R»lf %S17tr^^ •min.i-ini') 

afti Major ^ 38^ ift, - 3 ^ 1 ^ -aniiTii ^ fHHRrinsa Mn unt^ni ;— 

(i) ftlftj■^f 3l^;5S 34«b<o?f ^%((laMWK 1^1^58TISIR; 

(ii) nM) 38^ftiIS n64l«bWI'fl%'f^''RlfRr IJ^IIVI; 

(iii) M5lft>fS % 'fM IRI-aft^ ^ ■gMnt; 

(iv) ftlPll%Mai5f/a8ii?|5RifRlf 

(v) % MtiR ■'fr^Nl afll "TRIROt ; 

(vi) T5fr SRliait arfti % ftjH^r?NH 5?) 

(vii) 1«WSISI3ff lift fllf^wi ■q^tajOT% 

(viii) ■58 JfVn oq^i I 

(38T) (.nn ^18 3 ^ ^ 50 70 T8JISlSIsit ^ 3^1 5 ^ 100 ^ 120 143 ^Inistf ^ 143 

% 1^TH■fTRf^lftSIT'551 ai^Micin '»ii'<<ii :— 

(i) 6-8 153SRn5ft ^I3ftl5 551^'f^Il( 1(55ftPfRUT 38fIiI55rtt afR 51 Ti^^t^lftlS; 

(ii) WVipyi WHiPii'ti 4)i<(<Tinl ; 

(iii) Stf^TOl fl«hMr-m: 

(iv) ■^t'SIW5ft5R55; 

(v) 8/10 ^8pRnJf'5ft ift^f 5 ft ajRUT'RMT 51S3, t^IH^ 151ISH t^^5I(5T?T,'f^RT% ajRFfcI 151ISH'f^lftl ^ 5^11^ % 

-^[RTtTH^ tft t, ft5 5S3%t^si51«II^I 
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(T) ^qmtOT: 

1. -Jhl 

2. I 

3. t<W ^ ( Vt.'t'tl, rft’I ^3^) 

4. <<W5IIIII UKHWtfl I 

5. ■pw^rarsif % i 

6. T>W ^ ^ ^ I 

7. T^, H ^ afiT 3it w ^npr 7i*iT 3TR Tj;^ ii2^ affk Twjrar ipt i 

8. ^kffwn, I 

9. {*w Tftroisfif ■% I 

10. I 

11. I 

12 . 

13. ^=0^ y.'^ ^ ‘Dii'(/'»iiH< «c^<i I 

14. Miadtrfl (?r^) 3fk 12x100 fto fpo ("gt^) I 

15. M<.«iicfl *3« I 

16. nfin^, nfti 3rRi ftpp aflr irfnI 

17. HtO'icfl PturH I 

18 . i 

19. 

20. waff wait ■^5(^1^ I 

21. aiiMifl't'Krfli phf^rMi I 

22. 31P1PT, 8 t^sfft ff<nDs ■ff 10 fiift % 41-^ Msdici'i ff> 1w7 '®*wwr fftfft i 

III ftr# igg 'snT ■ff'jof t^tT ^ ittR^FY 

<tw '5RIXW Pint'll 4«ti % 'ipi % ■^f f^PH vitin'ri I i.'ki 71^12^ '311 r-iHl”! IVi'< 

ffff ^ <I<T ct'ft :— 

(3T) IW^fiWT: 

TinffvpifftTiiaff-qTt^Tgffytw ffaatk ifTi 

W ffi 3lfft^-IR15 ff 1^ ip? aqgm iffff I 

T55 if)T PihI''I ^ 35t '5>T ds^il'i '311^, ■ftlUPT ^l<n T5?T % HT5 % , '^cl '?*TRHiro| 

nict i^5)!JT ^IRimI 3iT ■cih91i| R6*ii 3fT H3)5T % M“iictl ff fft t^PIT ■^I'^'li I 

(W) dM*IUI : 

(i) '<niR<^ 'ffr : ql341/^-1 •j'fl/-dfl‘ji 1; 

(ii) "qilT (eilfll3f'^4)i 

(iii) ^PT41'5T3UW 

(iv) 3P1%?{tui; 

(v) i#3tl1T lJ.Wi)«1; 

(vi) =tirKpl*Jl ■sttr (w9,11*41/111 


US0(il/'>7 -1 
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(vii) Tpu 

(viil) tllHlfl; 

(ix) 

(x) afk 3T3^; 

(xi) f^+i4TniMH ^ 2 ftrft 6 %^INf ini'll tot w 

R^hirS'i 

(xii) ^ ift) ^fRm I 

(xiii) flfftWTT^, I^TO^f-RlTTO (-) 30 teft (•*) 40 3fl7'impra (-) 75 feft tl'iOil* ^ 

(-) 80 finft C1IHHI1 “^im, «sii "an tie'll I 

(xiv) ^ 37 ftrft ^f<flilS Tn mi|i|«hi Tj^-gft?!; 

(xv) ftRTI 
(T) TFlf^: 

\<3i "jj*! mpi %>" i 

afTtftr ^ "if 7^ arjCTT iffit I 

(.i) trfljjniT: 

yr^'n TW ^Kii n<fi«i)T ^ Rm '•I?! i*w ^ ^*141*1 4N<i>4f ^ Pi*h[“i l^ni f4''<i '^icii %, ti*ji5aftr 

sil^ atnn^^ (lit) ■?pirT%^W7T"£fTnJFsi^^^TOn?3?^^ 

( TWI 4ll|£4>Y % wnf : 

(1) W <hlKII^ "^ite : 

W "SFire ^ "TO ‘' ■'^nn TTil "n^ WT "133 "TO % ■qran?!, ^ ^ ^ ^ 

Tf iT?r?ii^ f I 

wwmr artvnt :— 

(■^) '‘[tSTW ; ^itcTTW 4i^l!ll*|13it M1(-<1I<I^2 f^ ^ 6 feft % dllHH W ^JirnTTI I 

(Tj) TiT^fni % 4l<,n aftr 'Jiifl mh'h Piflairif fctiqi ’aTF'Tn i 

^ T^T <;<M "antt 'Jim.'ii •a«4i TT'^IRw 3TO^WPl?n "m ^^4141 ^<^^>*1 ^ 41 ^ 

^4%7rftmT 11 

(^) ^41 -^[4^ : ^*(1 (4ij,*m, trii^ % Rm, 4lfl ^'w ^ ftroi '^ii'c'ii, ^ 'irn % " i *,'w 

44a<i1i TT^fT^T ‘ ‘ ^iill'l'Ti % 3 t4Ri ^ "ar 7T*iTftrf4f^^ <,«w % fclH "PRiir? 41 ’’JTT '^nai ^ i 

(^) 4^4 w41^: ^T7Rr4t, ^ra^"%f4Ti"nTi^T«RT4lw33if41ftftrTf4^^3mnt, T^Rif^p/ 

<*K1 h>h<; 4T'' ^fl4<7i % 3TiftT 4'jpf TW4t ati'i ^ 44Rifl ^^ t44%'Z 14*i. *in 3i^^K 41 '*iiy,*il I 

(4) !Ji4iRi^ iiRi'iPi "^f "m ■'j*w 3r4ini% HiRf«bi3i1 ««8«i f4i? ^ Mi4t14fr '=T7 j% THHRiRsifl r«ir4?vili‘ 

41 'j^.i =fiX''l ;~* 

(i) 14 t^ ^u?i ^ Q'h Rhu (riid <'w 4l7n^414 tu Mi4ini‘Ti 41 ^ dm 

4l^(ii'ji 41 yc4't> <ipi<; % TTr*l "ail 'JiiH Tji Midi 41 ^ %i dMtiwl aFiTFt^ >111441 
(li) 'Si4 ’ll >5114 'jd"^141 Mi4ini«f> 1*14141 •iR:i'tiia(j141 t4^r4n Ptihi jiiu*ii 'm 41 Miinid Imi+i+I 14 d'i dEi 

II<71 [44. * 114 . *^1^1 <*w 4l*(ii<^4f 4 <Aini4l 1475<<rii<4! mH m4 I 

(iii) " g i^ll^Tip 4^<4 i i 41'41, f4=4Tim4p14it7T^?TM7^ w 4 l?n ^ 3ff 41^fi31, 4f4T 3niin4 41^ 

^ Tji SiRi^l PiPIfl [4*4. <*114 4 f(H4 <1*t) Ofn ^ dcn'i f4*Hi 'Jiih'm, f4*H4 udin >^14 dw'i 

mamiTTri 

(iv) 7^ 41itil'^4141 ‘jPiii 4"^IN qi<41 ■^nH yii4lPi«») 'I'^-II -iRiiiiaTf 4l <4<i 4 4*Jif"i 4 ^<hi Hvqi^Tn aifci*! 

drHn; 4144114i* mh^ 4 4 ^^ “4Pm ^rt rt f4n 'jny.'ii, (4^ dyp'*i 144*1 Pti'^i % 1 




[MFTII—■^awi3(i)] 


<M4i| : 


IQ 


(i) "j^H^WruUI ; Uhn <Mici ^'w Pi*^r4iRsin "^f +^’^“1 (^*<i 'Jim,'ii :— 

(■a) ^'*ft ^ H“1 f^ci*4i '^f 'ilsiRn Rht(i ’*Fn%, 35 P;-! 'ftTTt, 'Tl^ dici t^ro 

^ ^^Tit f^p^’TH 3Tq8()R«i 

■jt in «WM Triri ■'1^ PiPifl nr ■h^mi i 


(ii) ^3n ;—■ 

■piPmfm % ft M T fra MtBUui % ftn? ■afl 65 fWt ^ arf^r^ ^ firn wh 

<nw^> ii »l gff {M4)Ptij | ftCT : wf fiWFr ^ wn t : ^ ftMm % annfWt ^>ii«j 3i^ ^ sri 

RtiHI RR%, 1*^*^"nH dlCl TW [cii^ Hl*1^ RTt "'JR *T>^C1I % >*1*^1 ^371 

i>rHi<i •j'*it ^5t 'ftlPlf^'Z 7Ii{)<a % TliPTl SH^^TH sflT 

■JUPrortt ^ o«^ 'RRIRPT srt^F^ Htgn *h< I 

(Hi) "aiN ; ^f*FT^W?TTWRTOftR 3fNR^aqftwfim"Rn^Bf % 315?^ 11 


(2) fi(W|l«l#K ; 

^ ■3TRn; Tra ■prsn^ ■Rte 3Tqhi^t(«F ■^p!3 TW ■?> ^tinpji fW ■R'JT stir TjiFi ■'^nf^TO ^ Rrar ■fif'5^: 
iiMRifl ifpn I 

WMITHT 3rtSfnt 

(i) ; ■ftF^aff •#n ''ro*f RimII’ 3 ifPlT, # TW ^ "^n ftw^iujait ■'fftftw 'SFF 'ji.'HT f^' J 

«<»)CII % I 


(ii) ; 

(^) filMn'^aif ^ 'Wfi|«Bl afrc ^ W t^wiiujaif Y’: OTRaR ^ ^ ^ 

3 R 58 W ■nftr, Tsr?i sfR ■rrr ^r PfRU wi(ni i 

(u) ^1H!K| % 'cllh<!bi’5|i) +?((ilil»’^ 24ftnft '•iiw.'ii I 

WR?ftP!^'^'fRnvpT'5ratww'i|''iftRfR’RpRi’3rraTt WRR 20 fsrft 

%4 '•ft ^ MhR ■Ris ^ ■'1*1^ Arm'3IIIR1TI 
(^) %ftrn^■RTRj sftr'nfir'SRffRi■^int ^ 5.5>'io" 

31^ (-5.5X10 ^ 1?IPRT inr ^SRT 10) 3 t 4?I,^ ^ TFR 75 UfiRRl -oira r!) '>1^ -qPftf ■£( 4S0 "fT. 

•fit "^Pl^ ^ IIRT •ft'WTT ^ ifr I 

(^) % "5^: % Rnv, ohJI*i Phv, *iy^ "^jjfT Knil^*^»i hi^i ^ ^JRr 6 *^11 ^ 

>511^ ^ ^q«llRn Pt>SI '*IIV.^H I^ H«1l'^’3ff % 1*|j^ RT, ’f^Tl^fTRlP^if i7^f^4 ^ frrtT 

201M -^r 24 fM ^ 

(^ ftn^aft ftm •y^ ftftR an^Fl aRrhg ■Prtt^ •fR% ^ % ftm tnft^ afti 'tr^ ft^i i 

■^•iPnT il*w^ '*nny; ■Rjfnt afk sRpRg ^ •riniTTi i atrraBiimft ^ ttirri frafiriT 

sUlk ■jyftn % 3T#i TH ftft 3Rrf5Eg ^ tpuRrt Rft rW), 'l^m^ ^3?qi^ ^ft -g^w, ri 

f(ni?ii ’'R •ft^ 'SPUR 'y^ I M^ii 'Ryy, siftw sn^n 'yr ^<smi ■yy P^e^IPtiO 'rt 'wiPrt ■Pfri '^lyRiT, Pstet^ f^F tr 
'tw^ifli RiMiyi ■yy i 

(iii) ^ yftRy ^ 'y^^snUi yJ) 20 fiifl 24 f^ft ^ Msi<i 0.^ •e-sii) *y 

y^ft '•n^ ■yhff ■%■ 'rir( Vi^ot sHidi^i ■rt®t s ■fty arypiyr ■yft siyPi % fpn^ ti9T 'HI'j.mi i 

(iv) ■yftw: ■Pi?r-'f'i5i'RRTymi3if'^fPiRyfl''y^•jf^'yy, yft sirP-t' y^t rmtPh ri: PiHPriRii<i 'Pry T^^nn 
■ppyi 4ilH7TT : 
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(If;) 

("a) ^ fllMMH TT TNI W 6 SE’JT I 

(T) Trar ^ 11N; afiT 

('^) TftW’I ST^SrTlsif Tit TTf ^sfirTT 

sflr cjtieni T^3I '»liy,'ll I 

( V) J'ltini T^tSiM ; cniti TW AilJfil'^JSltt, T^, '^, ^*(1 sfR sjt ^*^5 Ti^ «<£wi 'sii'l^ % % Rm. w'lncii 

TdOT I 

( 3 ) ^ : 

(i) mm ; ^ 24 ^ ^ sTftTOR awRi%ftiT 4 feft ^ 6 w witi 

(ii) Tit *lpi''> ^'lifii'^^®iwii<^ FR^I*IK^l'^10'°['3TTftI^ 1x10^ lOTitTlfTTTCT^ 

I 

(iii) f^Tprf^^ T^SiR ftni I 

(4) TTF^'^Sfn Tit T^''RfTTiT: 

■t'W till?“I % M<''1K^6 IJIIHI '5^ sftr Hi5^w (-) 18 fili) ^(Oil-s ^ <tiH ^**1 filH HI1TT VaiRo f'li'I. T^I 

^ ^ snftlTi Tit 3IT(tj % IVli^ t^iTT 'bin'll I 

(5 ) f^TTTf SIT^’T (TiTTtftiftiPife ; 4iRiR<w TiTTTi % wIr T^ TTT % WJH}“I 6 % 'ttTT <!« TTT ^ '^hiw, 

Til fli'^ '<iiR('m ^ 'Prmr TiT ft*<n 'Run R^nri 

(TT) '4WT;finqtTTaiT^TjtTI^(-) 30lM'^f^tTr®^fPTTTWfW1^fTM^1^RT?Tt3fR^ 

T^t aTTfl? % f^ Tftrte ^ 

(ia) RRKTTI : affiWTjTT^-fir3lRlR<W W^M WFTlT3m'^80-»jftcri^3rflT^^I 

(?) TiIR fl Ti l uj -^ T^RTi TiTTT^, TR% >N l Rfg8I^XRra, T^ dlTd ’)RRRI : 

Tl'tiftftra % Rlii, 10 ni<jl 4.91 ■^TTi Ti^nt Tit RTRT Tit '9I'<'[1 I 

Rmisff %^ti^T % Rrl4, RtPif^oe 3ig5nT RrmT1^TTT^N?, f^I TFI% (TTT flu) TTT tl^d^i 

!<n«tTi % 31^ WTTIT % HHtJU ■?WrTTT■^ f TTlftPlf^Ri TJTTTfET TTt^t I Ttt RlRatl WPHRI 

^ 'JllH.'ft ^ttrITTTITrTitT'tiftftRT%'URlt 3IT!fT +iH5il4, "iii^ I f^lf^™T srfljTiKi TT MHiRin ^A'll ftl Rioi 
T;^iftRW% tRt t 3tk?^ ftiRbWI '3TRlTirct%T^aRTlftTftl#^*'vIRftTCRf’ftiTTRT7TTI 

(3T) TjnftlTiT^lftftTR TTTTinsit ^ TttTT TT 60 TlT/'tt. ^ st'll I 

(TI) uR l HliT l i^ 31^wt :— 


31^?iII3tt Tit ijAi TlWt ; — 


(1) (i) f^iRfi^ftT T^tOT ^ ftFt win <<w Tin % TTT TIT njn ftm 'JIH(iii i 

(ii) stt^ arr Tnt 'I1 ti 4 Ttnt, atn'tn 31 CT ''RpTm TT 41 <.h lit (ill T3n *ft '^ttTTftin^t 

T^tSR ftin WI'II I 


(iii) qicii 9i1^ TTTTm, nt TIT hi« % ’ttlR,TTTnjn nyui % R 14 ,'^T TT, '<iif^9ii '^iRRhw % Ri4.T^ 

^tten t, Tft; n#n %, iw afftTT njn‘HTTpr TTi TT, w w %'ttrr 3TTn t ^ TTTnr Mt Rifw 

iliRRiq ftiTTTTT^innt; 



['tim n—'BR?: 3(i)] 


: araraiToi 


21 


^-qiF ^ “sra ■'iftiiT 

3lfMl^T9'£f’F^WiR5ro'?^TirFR'3^^rflfl^^%l4''inT%^'M0ifW=Ppi, w 

% ■fin yinOfl ■'>rn?»ii 1 


( 2 ) 



% ■ftnj; "jil^ t, "TO '^, ■3R ^ «r, 21 % 3i4T^f^Pf>wi srftro'ft ^ ftj^n 


(ii) ^MT ^ 3(fiT^ni!PP"^PlT! 


( 3 ) 

^ ftRftrftKT ^ 3rftW ijW :— 

(^) w ^T?n ^ 65 PfitityiM ^ ^ 1000 f*i.^ft., afk 


(71) 3F<T <?[[ ■£(, 1200 fiTo#o I 

'=1!ffTiWt :— 


(i^r) ^7:RtT^if^65ft:?i)Tim^^t,^1000l*1.#.;3lk 
(75) f^PTft 3r?t ^ -Sf, 2400 ft.fft. I 

(5) ^teftTom% 771 ^T55^7T3R65T^TpitTinriTOTi^T^^if^lujotTw^i^sooft#^ 

3THf%Wr 9^17 ^ 65 i^WlTIR TJT 3lf^ % Tiff ^ '^f 600 fil.^ft. 3Bf^ 7571 ift ftPlI 7)115)011 

(6) T?Tlf^17p) 7557i7nR-^^'5?^?n^ 7:571 
(73) 757R15iaif551Jftl7WJT: 

7555rai3i1i TfO 'aftlTWoi, % tJtWl 55 ’555 3f[7 afw 57^ 7^515f) 5<lftft5i: Tiahft UftfiPTil TfO 

tJ^t5H ftJTft fdfJpTTll a7ftl50^t TJI f5t5v?715J 'gRI '311117111 5^17^ % 1^ 5^ TlTOft 50 37^5155 
31^51155 '5T 37^51^5 37^)it55555t 5lft)5>l(l glTI f^i5T '5157111 

(35) t^*5Rj^Rr^ —^ 755515131) 57 '0^ fti51 Wn, 7 35 5 151 ^ 3 feo % ^ T^faitTO 51# 3^155 

7ft t, 57ftf^5Tf575t^'5t51'ft®lRl5i<5 5R7fttl 

ftTquT: 


(i) 3Tini4'5:ftlW^'^^5m^515 48'^7i5i|ft5 7ftft'5^ 

(ii) 5ft;t^n51^lftll1^5I'7^5Rlftitf^%^|l715 31R7ft7ft^;7hft5'07ft5ft517l5i7ftt^g7lftft^^ 
5fiF51 '517ft '^ 'Of^ '5117 'ft 515 3713 7l'<ll(f *5cftH ifl '^llft 'ftft '5lflfl? I 

(iii) >1.57^ l5ft Mt ft 57 B 755 ’5?) 17151755 51515ft 31^5 | Pl 5 755 77151 ftl 15% ^ Slftn^ 5^ Tftrft | 

(f) ^ftftftlTT 51751 ; 

ftftiftftlTI yftirqi 3575' 517 ft'ft '^, '7Kf^<5fS|511 (lft‘ftRft<ft5) 75 lftH)^R66 ftiqi 5111^51 1 ^‘51'^) 5151, iS^'sftTft 
77151, 31^ft5 5151 Pl5»[7l) '51Ill>ft I '35: fto? 51^ 'ft 7ft75 6 515/100 fft.'Tft. 315W#n 76nftri^ I 

(l|) ''^nfW 50 TtWiO : 

fftRft 7555151 ftr 755 ^■ 7551 5ft 7]^ 551^750 5ft 7ii5l-5jfilite513ft7t^i;7ft'5^ ^fX(515R 500 fl77ft'^3lf^75)51pflft7ft'51 Prfft515 
1000 f^TTft 37ftl51 -Olff liW) I 
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vnrn’i 


1. TW <Jc4n{f ^ ^ 

Tw -37^1^ Tin filPwlq fn?f % ftm in? ^ if mipni ^ artTflint ^ ij^Twr 

(HWaPPl), Rqfhiw Tif^, TPirJR, ^i1JFfl'lf?qRrra RZIP ^ PW % RlPwH % fljilPfl ^-*11-TO^ 

isft7i.'<q % ajPienTf t, PiHM^srairM, si^:— 

3T, TmiRq : 

1. afR'aw : 

T*FT ^3c^' ^ ftPiMiq % TtW ^ T ^ VF11 % % 1.1.1, 1.1.2, 1.1.3 aiqftqf?!, ■>rft%, 'PTI afk 

■aTFTTiiWt 

2 . affr araiii^ MmRj4f 

(i) A(^^ y.%qPT 1%% 1.1.4 •^W3WgT^3fRf1iqMP!ft ^lH ftl 4f ^TiqflRr 

ar^fSfUli Tlfttn 71PJ#fr I 

(ii) ^TMifcr 3?iniRft EiHRnil', 'nroiir '^, ■^n ai^ y■»i<Ef^, ^ ■af^ 

gftnint 'ft Tilt I 

3. *FT VnW ^7^ sftr W^fTH:— 

(i) 373^^. % iiFT 1 %ftn 3 ft sftrffte srftwaft^ aq'HFrn ftpni 

(ii) Wpftq 3i5!i^ft5fnq7p«^flM%'^t%wiTii^ntifti 

4. P5RT ftr ftrPmfq % ftro: aiftwl:— 

(1) T*RT'3rTCif%f^4Mfoiftr1^?7Iim)q:i%^ftpf^ ^;ftq^niI’ni3«WPNR7». 

ft uft^i SI7 ^ c<ii ft ^iTft ^rft dM 9 i«i iFTift ftft ft ft jiTi sftr ^13 ft^ifftTi 

$t') I fftfftifq fts’fti' Riy ,7713 fti M'il‘< ^ 'jfl'il'3 yRiiiiRih y,'4'? fttR) gi^i 7^^ ftfr^nftft'STWT itgH 

ftftf ft dxETflH 7^ Tc ftfrm ^smprr i 

fftTc^’ Tfft jiffiissm m TFift ft? f^ 3ft7 7i7'T?qi37irafftq? vq ft Tfira ^ift qmpft aftr 'araft? sifftftis Tift qqftft i 

(2) 'ftnftTm? q?ii(3ft7ijft)fftq;ft3ftTi?Tiftft3aw#ft, ftF^'^wfTfftH^^irqiairapftftTnqffth: 

ftsqqq?qft^ Tn^h'fl I iiRhi(i ar'jfftTT ftfttft 3T7 tit‘ jftft ifftlftqfqftq^ftftqqfqnqftqi)fftfftqfqftfftrqrsft 
% ftftR f'la-ii'^l stFTqi I ftft ft?qftqnft ft? idi+I sfR Tift ^Ift JRfMftlftf ft iHT nMr'il ft? ftft*! ft 

7f?r?iTTt37itiftlftifui ft7fft3rftTT7ft fftHfRftsrrftinfft^ 4?Tffi«iftft?f^1ft#«Ri7f?Tfft7n?jmEni fftfiHfni ft^ft' 
ijftq ^nft fttr aft Tft^ft ft? Tiftft^ft tftftq idViqiaif 'qft Ti!?>i??q ft TUfirfftit fki^i '^|l^‘ll i 

( 3 ) fftqft ^ SIFjfftTT ftftf ft 31TET IftnH iHIftill I aT^T Tn?I^ ftjlf ft M'lWI iFIT ^ ftEF, TftqftTT Tftn fttrft TflElft 

q?Ti aftftq? o^picf ft? fftqi ift*)! sftr arift ftq 4qif(i<ft qq qw yqiq 1ft?qT aiiq.Mi i ’Hrft 'srmrft ft*i)t^iq'+ tjsfl-aiqqift 
ft? TSTRqioF? '*ift'Mii7 aflr ??i3 ft fticii®! ft? TFj^ ft irqift ft? firm qqfqi ■’jftfqiq Rt)i( ■anftft i 

(4) qq?iq®raT*n, TiqtrR ■?7f w«hK qftvPTTT ft^qiqiPH Mlfllft fftrift fft?TI^^FT ^ 4i<ft ft? fftR ttri^rti^ 

ciihhh aftr ftftfft?! 3)is?oi sdij i<sf) 'Sn Tift? aftrftraji^qq?nrftfft qirftqjrft inft^?ifft?f?f ft? aiiim qii t^qn ttjt qn Tift? i 

(s) TqqaTqTft‘ft?tftRfqft?f^3rgiFrqfftrft7ft3i^Tq^7n’gq?Tqqftft?f^arqgq?r’??qftaftvn??f^Aiir3ttTfftfftnfft?qT 
"qpn 'qiftft I 

(6) qfftift qft TiFniFfl^ftq? 373Tf^ fft?qi qn?q afk qF fftrqr ■snqr ^qifini 1% RTiqTT aftr aijraj^i qjiftf ft 
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<ao<.i T ^ I Mfittir ^ T?3I 'Jiifl sftT 'JI 51 Hirff cii^J^ 15^, o^I^c^k fefisrff 

ftrf*WRT TiftF^afl % fiRljrPw ^3fpif i 

( 7 ) <.*W MyiififtliT nrm ’ni^ % ftpinf*'! % fWH ''Wt’^l ^fi(<^T3Tf sfrt d4'»)<''if d4*il'l Pn*)! 'Jll'<'ll 1 

(8) TW an^Ipif fWlHful % TRI? ^ f^, WK ^ Wt ^ frl*iwt ^ '<re^R ^ 'll 14,'it I 

Tlftt ^ ftHfirinSfl ^^nif ^ ^ ^ t; 3l*lf?^ :— 

(^) ■?raitR aftr tWf ^f^ 'Jim.'il; 

(^) ^ ftPpi ^ niinntf*n ■3irn 

Cn) Wft d^MKjf ^ ^ ^ 'Muj.'ii; 

(^) Pi“^4''i > 111 ^ sfht ^cii^ W*ll ^ ^1 'J'Hi41 % 6 i<,i 

% 3RR^ 'i^it il'fi'II; 

(^.) ■mg%■ji; ti'iKui■»!<^^■ 3 H: ^‘■srmrr 

^WPj41' ^ItR8?T 

9 . w dwi^f % iiw*R % ■PifiTOi ^ ^ fJpiT ■^nw 1 

( 10 ) % RlH, 1^1%ejj fi;n Jll^ 

(11) 41^4 '♦ii4, 3^tit r+it'i'il ?^T Sil^l jl^in ^''M Pt>*(l '^in f>W^ 

fTjf'fpFT’T 'SRPii jT 13% I uviui/arf^rt^^n "qraf % TsnT’if %t '<j^ in ^ iitto ■^sitotti i 

urgmiTFn f%H7T Tfn .3fi7:3^ -ainPi % wn i 

s, arg^fft ^ 

( 1 ) 1%9m 3ftl 'JlciHII '*!'*( ^ 31^FT cT*!; 

( 2 ) 4^rf^^^1M'3^4>^1TOI'?fk%3P%5pif%'ft7l?'gfinintW3f?n’^g7T»T3fyT3V4)»l'!tid[3if 
% 1^ ■3f%iT ifisn ■£[ ifW 13!iln«R ■jnK-i ■*n 'Isim ^ ■=nff i 

( 3 ) 3Tgiw>i^TfviRfini 

untn % f^n ^ ^ im 

( 4 ) 33^ ^«WSI^ HftlT P(4i«W ■^in^TT; 

(33T) Tnmn% '^iift'^i 'in ■sflr 4sn“i: 

(W) 

(1) 33g5Mi3Rj't%f^%^ Spain 3jfiFqT%?iii iWiriTf%^T’3!n7n sfti^rit-spirf T P nifrxi'trafT^ 

■Pfm '^ii'i.Mi IHU'i'M (-) ^ftiT ffeiH iWrfe'n^ifti 

( 2 ) ^«n7viifi<«t>i minitin i%nt^mr"^Tt^ ■^’%t i 

( 3 ) 10.12 HthUlW^ 'w 

'*iiiii % ift inft H'Hi'^i'i % ftn ftm '»ii>^*ii I 
(15) 'tsn 


( 1 ) '>T5K ^ 5%^ i®m stk -311W5153 ^ 1% 3n^l unftnJI 3fti 3151^, ^ 511 ^ 3fti ■<W 53^ 5n?rt nmrit, 
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^ sfR: aflriTiftfiFT^TTOf, ‘nwHehn, Tjrrofii^fTir'qi’g^: iiTn 

Wff ^ gsiqftsTO ^ ^ '•TCTf ■pF^'sn^: 

(2) tT5OTR*lRl (Tl"'! sfR 

"3^ <«ii 'Jim,‘ii sfrt'anji f^vl'i 'i-«K'Jownt 3 T^R(pt% (arsif^i^niMHn, 

d'l'lir intv 1V*HI '!hin*ll, '»ll'<*n 3ff^ n»)^ •aim'll I 

(3) RRhW'I 

PVm •aii^ niofl 3iiq«ti eih[1i*I[ % ■aiiMFfl •iij^iifl «(n^ % Piftn 3ftT wf^ci fe*ii •aim'ii I 

(4) ^yiT ^^ i^sRPT%gRi^•amftt•3T ^TT?t r^-gifad 

3fR "3^ 31^ flFJT-aim I 

(5) ■«ir^ "RiRfiriif % '=nj5i TfPn I Tift TnpRTHiT tfiTT ^ it ■fern •amn t ^ w TWR 

ftrzji Jim>ii ri»i+)A ■qi 3rfh ^\'I'J| '*1^ ■311 I 

(6 ) SIEtT^O, 3?I' ^ ®tlHtl TJ^ ^ dCMK^I' % % (rtQ, ^’T't>'t'<''l ^ ^ •^I'J.'d 1 

(7) "aici, ^i<rHH, 3flT 'cii^'ti^ci H(!l*i'^> ^iiHpj'nT % 3RTJI % Riy, shI'T! Tjf^*3fT M'^ii ^ 

'-im'D I 4 31^'RT 4 ii4Pi^ ^ Tq?^ ^ui'fl i 

Tf tK l ffi g p : 

1 WtrH; 


T4?i 3?qi?it ^ f^rf^rqWi ‘?i4^iif<*^<i % tifsti'T fi?^! 31 \t '^rf^Fiam % .^nrfri f^rrrn -JimMi 

f^T^f ^ ^ H ’?rq f^RFE W W JWI'^l' % Wr^H/^irN'Hil TlMnPT ■t![qi ^ ^ 

4*1^ 3T3'I®f ^ ^n®f Rf 4) Mi-^di HiHi ^ [^hTHRski -jmiIV tW:— 


(V) fiT^ -pw % ^ TSf TRWJF’trrt ^qrfv; '^i 

(^) qjUR •aO'ill^flii ^'iin'^ln^ dHi[^, 

q(lniui: 

in ntnr, Winfui ^ aftr TrttOT 

fifvr ■sftr *4pw'ifl q^f^wr%3TtfhTl?FTiT^q.<ii ft?hv<T^Tw^3Fn^f%'q^W“T 

qSw'qr srairv ^i^ ^ ^i4 ^ •afl< P*)41 *ii'*iiiiifsf*fl f^RBiProi^pi ^ Pi*^Rinsin dqifV pVD;— 

('T) t^I^t^f^rW%l^''^T3TI^1^f5nT'^'^PR«jW^T5IITTn’3ft>qT?n^TlRRT3fNiTl^Pqf'’Tf^TiiIFI^flT5IFT'^Pn7ra)tTR 
■rqrftijTiT 


(75) 'Pl^ % ^f *j[w'afl41 Pl3IPT/P?^pfir P(ntl1/‘’ft^ TWIHI tlftn "4 t^lfll'FI'fl't dHlPlq I 


(Tf)^fTO^ pppn ; 


(1) anmi sflq 4101 ^«i4t PiPsnrq'Atii ouniu'jjRHfl isl'ii ^+<4 414 ^ ^ MK^ri i % tIt wr (^4 

10,000) 44fq<«i j. ■'ft. ti. Pfw ifftt i 

(2) 4pRft 4ifli:i^f^fi ^hif ft, ■sift ^‘niUfiRi, wn“(l I ■ft f^ in"fts(^ lOO ) ■q^il«iiui 

^.^^^.7. ■'ft.T? Pr t, »ro^ aftr ■^ft^Ri srjfira ft«ipFif ■ft Pfpqi wn i 

qmnft-1 

4l4i'[i^'i dwiift % f^PiH[«i ■ft? ■^m; tng fl'jT'FT'q Miiit4I 

RpfT^q* arg^Rlt^^ni^ aftlft^ft 3qPiwi^fti5qT 
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^n>f1 0.5- 

-5 W 

5 W 

■afn 17a’ 3igain -to. acr Tsfiaaw njw #af ■aft srfdaTaa ntnar 

Tj; (arf ioo)#iTan arg aai?' 
aii4 ninii 

3500 

■37® aid 

1 ^aia 

aft (a4 100) 

3500 

gT^a^ 

5 

a (a4 10,000) 

350000 

2000 

100 


( 3 ) ■'^TTf^rUT TTHTSB 'stf sftT ^IWNpl^b 'Rfen’t 3TRT^ ylcH'l ■^r'TfaT ^ 

ttM 

(4) Tl^TTRTJH ''^P^ ^ ^-qfiTlr aftT fil'f Ptfchim ^ ^ ^ ^^ ^ ^^'^^ I HH l?Tf'»-^^ 

3^It ^'iO'M 3T^ Tnftnnfl' ■gra w sr^J^ifer ■a?r '5^ aetiK'i Rff 

(5) amrl^Rf 3rfsfRff^3?TI^^TrfrR^t^3Tf 
(TO e(W<M PlPtibil'JI : 

■gRI, '5^ ■*'tT 5^ qi5<'H, fq^lq ^I'ilcHiqfti "^SNt % f^ yrjtrHi, 

3T3P?mrft ?Ri 3iwf aftr ^ yrfR^ alk 3T3 ?t 3RpTt<^;r^ 

37fV^ % 5RgW f^CTI ^5^ 


fiU4Ul ; — 

1. HCT^RhI, 'dlft'HI Mlcni U^l-Jli, 

3T^JRt^^T^iTjf % ftii nPUt^ft ( Pci<h^Ii 'RT' 

% fwj; ^ Ri<rlNl '^I'^'il I 

2. 'W■'R ■*TraT stfM RT ■yRW T I 



(■^T) cRlRiT^ PfijafUT : — 

Tf»R tw=ft, ^ <mi<^Pl>*., sffRR TTOFIPrt, sftr 't^^lftrl'-i) 

Pl^Wf % Rli< '’J*W yfil«^n( «ti<l^ 'Jtl'i'll I 'WirtrlcTl ■pRT^ 1^RFT % SR^f siicll % 'RT'!? PlMRir<3fl ofnf^ 'fi'i’^I, 

3T«lf^:— 

(2) OTurff, yeR< yftb'Hi’tfN Rinfuqt', ^T?ft WRit, #^[# 57^11 sfri: afhftTTcqi^ 

7?;T wn ^ 73 ^ 3R2ft^ ^TRTI 

(3) '^^('C drHi'if % ^-q) '^I'O 't)<'ii '7^ SR^^^iR ‘Tl't.'ii, Tjjt ft(i<,“i % Rny. flyn ¥ 1 

(4) ■'Rif^rar ■an '•jfaTanr aimr, 'tnm^ mihiJI, 3?^ ^arr 3fr^ ■'^arr ■HTai^ arTRa 'f^n( ■^rnt^ 1 

( 5 ) ■^arr 3 % Ta 3fwaa5 '^, 41 '41 'aiafijaf 3fft 31 ^ %aR ait aailViil 3fk R*nfii 'an ■•jifaTanT anm 1 

(6) air3rf4PTftanaR^%f^ft7ait^a^ni(T^taiaf^aM5^t^^aanTjftnTF'^t3F%aoTfgfrqt^^amn 

3Tfa^ an aanr 1 

( 7 ) T^nra a^t yean, srm, aarfe^ alh: an aaia "aral nrat aTibaiafr ar faPf?#’ an 3^;Ja1^^ aanr ar 

3Ra1ann ■aanr 1 

(8) aft aw3Tf ■Raftm ■ftanar ■a^anaf ■%■ anam 'an w^a? 'ar anna naif^ aanr 1 

( 9 ) ■praaa yfttiai3Tf sf^n 'fafa5a1 ■aTl naifyo ainai 3ltn "aa 3na?aar '^, 73 % ■t^i i 

( 10 ) ft i a i anX ^-fai'il' , aranr 1^an,-ara4 fp; 3ftafaanai^ ail 3ftn ar^T?aK%"3^% 3fa1a fanj; ai^sR^ha 
■an ■jnnftintanT amar 1 

( 11 ) arnn ■an^ 3rf4^iaf/an^ an aaa-nraa an 'jaf^^an aRar 1 


5IX0(il/07 -i 



26 


THE GAZETTE OF ll«)IA : EXTRAORDINARY 


[Part II—Sec; 3(i)] 


ftPiftid 'iKiil*! if ^ I atfinr'WTO w lift 

% ftm ■'rttKP’T 'an'^’Ti I 
('^) i^W3WTC'tWt'T ;— 

(i) affinr arni*; '^, iw w siftwntt 'CRi 3 F^wt n»i*ii TRU '^l ‘toft 

3n3 ftitfl tfiilU'd ^ Rtti if Hwftn fliRn »iin*ii 

(ii) '!>i;niP<iwiO tlfl dcMi^ ^ R;><'HI?cin*i' ^ '* 13^11 ftm, ntgn Arth 'iiii^'ii | 

(1R) WIPTI : 

ftplflia (jrniqf ^ filf^ 3ftwi?l?r’^f ■plPrf^^ftn^'RT^ WTI^ 

■3int»t, 3PiartW^3lftrftWliPftl^R?Tif M(iniuff%'qftniTR 

jMurfifl I 

(^) afrf'T^: 

3?3q;jft T % 31^ 3 TRt^ Tdni 3tR aigq^ MPT 1 % tRi 9 ^ aiff^ 3F^ 3P[w ^'ft 

sfinicii tuVir, ■3ff mftwrtf ^■^ 0*1 ■jhjiji anti'll«;i xiftohifl 5 RI 'Pi^ftnT 'PfiT^ 'snii i 

(■?) 't)i*{<!ii : 

3i35iP?rartt, v^^;3?RK%ftT^'?r»ftPiPrRfot^R^ aiPi^^'nlRn, fMf WR 

W<Ii'fl<?ri <t>*4iii{| 31«<(q^ (iiPiHf"! %'STOPI SKI iS'lK sfiT’J^IP rT' ftnn'3ir^nT IRTTST3lPi^<sl 'if Pii^RnRan 

(i) ■3c^%'^TnTffRfcw^%iFn«f3rjrPm’nR, wi«4 3fR.Tiiinf^^ 

(iii) vj(p[ qi^ wihFIimI^ Hb''<i'i, Hi^ afR wiRiiil, 4(m(j)?! 'p'ftr tiii f\HK tjrHi^i"if 

t ^TftRT ■afr ^=ir( Rt( ■^f ^ipRpTO ^ Trf lit, ■3R^ffRT ^ ^irft TTifin?; 

(iv) 3 iRfri'^ fTi^pw'^T'ft■'n^aftrW3^aiwnif^^r>H; 

(V) PlPwPl aftr Pi<J’(''i 3I3^?t % 'MI4 «>r*Hi<; wP+lflt"i, PtoT^, tjii^ afrt aHqii^^.f^n iST^ 'fl+l 

ShlPriq) <ihim( % I 

(vi) W*RH%PlPw'^T'>iTRTPlfPwPfn^'an^’p aiRlPRTPfn^itetfiPFTinT afR aigtR^nM^Rnt: 

(vii) afNPl % PiPwW aftr 'jaK“i Tim ®hk acni^f % 'TPPI '^f ftm 'Jii^ qiti '^qlnint +i*ltft *41^*11<. 

(viii)'HPb‘MI#T «KllRl<0 Pi4!l>i| MpUPTf'^ai^OTt 3tRWiHH% Mf<!|<t>"^%^RnTpfn^’3n%^n^ HUmS 

3pnf?i Tfp^pjjf afir % pRRRTi % dy<?i4l w?pRpif Pnqnfl ^ PnjPw 4) % i 

II siPmilvi aiwn <wi % ftiPmfwi ■%) 3 t<!I((ih( 

'*Hil li'JigPl'i, '< 1 lPl'M 31^11^, ^‘^'tl'd'lgfcl'l ^HT) Tits JINiqf nSlPinl''! 3lftj<f)|5(i TI? PHHV 

'P <.<W 'RI ySvI^hui % niPl*l[''l^l '0 fitiMIfuniMf 91 ftiMI '»linl %, citll if 3rtWH Pp %r!{pT 31^51 

3i^H)<'T!nPmiiO’5nT3PT3T^w^ <w JT^i»;1%’^^P<PiHh^'^^r^’^t?n’iTfMt'^Pft^'iR>jpfwT'pT^ 

•arqr^ % fa fntitu l q?I 11 

[U W 11014/1/97-lf[. IpT.T^R. affrit. T^tF, T^.] 

^ w=ft »r; 
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MINISTRY OF HEALTH AND FAMILY WELFARE 
(Department of Healfli) 

NOTIFICATION 

New Delhi, the 15th December, 1997 

G.S.R. 702 .— (E)^ Whereas Central Government is 

ei the opJLMon that ci]:*cumstances hsve arisen which 
render It necessary to make rules without consulting 
the Drugs Technical Advisory Board; 

And whereas the Central Government proposes to 
consult the Drugs Technical Advisory Board within 
six months of making these rules; '' 

Now, -therefore, in exercise of "the powers 
conferred by sections 12 and 33 cf "the Drugs and 
Cosirtetics Act, 154o (23 of 19^)» the following 
draft of certain rules fur-cher "to amend the Drugs 
and Cosmetics Rules, 1,9^5* Is hereby published as 
required by the said sections, for the information 
of all persons likely to be affected thereby, and 
notice is hereby given that,the said draft rules will 
be taken into consideration after the expiry of a 
period of -tiiirty d-^ys from tlio do.te on wlxlch the 
Gazette copies containin^j; this notification are made 
available to the public; 

Any objection or suggestion which may be received 
from any person in respect of the said draft rules 
before -the expiry of -the period specified above, will 
be taken into consideration by -the Central Government; 
the objectionior suggestions may be addressed to the 
Secretary, Ministry of Health and Family Welfare, 
Nlrman Bhawan, New Delhi, 
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DRAFT RULES 

1, These rules may be called ihe Drugs and Cosmetics 
( Amendment) Rules, 1997, 

2. In the Drugs and Cosmetics Rules. 1945 (hereinafter referred to as 
the said rules ),in Part X-B, after tlx* heading and before rule 1 22- F. 
the following rule shall be inserted, namely 

*122-EA. Definitions : - (1) In this Part and in the Forms contained 
in Schedule A and in Part XII-B and XII-C of Schedule F, unless 
there is anything repugnant in the subject or context - 

(a) "Autologous blood" means the blood drawn from the 
patient for re-transfusion unto himself later on; 

(b) "blood" means and includes whole human blood, drawn 
from a donor and mixed with an anti-coagulant; 

(c) "blood bank"means a place, or organisation or unit or 
institution or similar other arrangements made by such 
organisation, unit or institution for carrying out all or any of the 
operations for collection, pheresis, storage, processing, 
distributions of blood drawn from donors and/or for 
preparation, storage and distribution of blood components but 
does not include blood donotion camps; 

(d) "blood component" means a drug prepared, obtained, 
derived or separated from a unit of blood drawn from a dont)r; 

(e) "blood product" means a drug manufactured or obtained 
from plasma of blood by fractionation, drawn from a donor; 

(f) "donor" means a person who voluntarily donates blood 
after he has been declared fit after a medical examination, for 
donating blood, after fulfilling the criteria given hereinafter, 
without accepting in return any consideration in cash or kind 
from any source , but does not include a professional or a paid 
donor; 

EXPLANATION. - For the purposes of this clause, benefits or 
incentives like pins, plaques, badges, medals, commendation 
certificates, time-off from work, membership of blood assurance 
programme, gifts of little intrinsic or monetary value and 
commendation certificate of replacement fees shall not be 
construed as consideration. 
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(g) "leukapheresis" means the process by which the blood 
drawn from a donor, after leucocytes concentrates hav'e been 
separated, is re-transfused simultaneously into the said donor; 

(h) "plasmapheresis" means the process by which the blood 
drawn from a donor, after plasma has been separated, is re- 
transfused during the same sitting into the said donor; 

(i) "plateletpheresis" means the process by whuh the blood 
drawn from a donor, after platelets concentrates ha\e been 
separated, is re-transfused simultaneously into the said donor ; 

(j) "professional donor" means a person who donates blood for 
a valuable consideration, in cash or kind, from any source, on 
behalf of the recipient - patient and includes a paid or a 
commercial donor; 

(k) "replacement donor" means a donor who is a family friend 
or a relative of the patient - recipient. 

3. In rule 122-F of the said rules, - 

(a) in sub-rule (1), - 

(i) for the word, figures and letter "Form 27-C" the words 
figures and letters "Form 27-C or I'orm 27-E, as the case mav be " 
shall be substituted. 

(ii) in the second proviso, - 

(A) for the word, figures and letter "Form 28-C", the 
words, figures and letters "Form 28-C or Form 28-E, as the 
case may be," shall be substituted; 

(B) for the word, figures and letter "Form 27-C", the 
words, figures and letters "Form 27-C or Form 28-E, as the 
case may be," shall be substituted; 

(b) for the sub-rule (6), and the proviso thereto, the following 
shall be substituted namely 

"(6) If, on receipt of the application, licence and the report from 
the Licensing Authority referred to in sub-rule (5) and after taking 
such measures, including tin inspection by the Inspector of the 
Central Government along with an Expert in the concerned field, if 
deemed necessary, the Central Licence Approving Authority is of 
the opinion that the applicant is not in a position to fulfil the 
requirements laid down in these rules, he may, notwithstanding the 
report of the Licensing Authority, by order, for reasons to be 
recorded, reject the application for grant or renewal of licence, as 
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the case may be, and shall supply to the applicant a copy n{ the 
inspection report and its order,"; 

4. In rule 122-G of the said rules, for the word, figures and letter 
"Form 28-0", at the two places where they tKcur, the words, figures 
and letter "Form 28-C or Form 28-E or Form 26-G or Form 26-1, as the 
Ccise may be,"shall be substituted. 

5. In rule 122-H of the said rules,- 

(a) for the word, figures and letters "Form 28-C or a renewed licence 
in form Form 26-G", the words, figures and letters "Form 2S-C 
or Form 28-E or a renewed licence in Form 26-G or Form 26-1 " 
shall be substituted respectively; 

(b) the following proviso shall be inserted, namely 

"Provided that the application for the renewal of a licence 
shall be made three months before the expiry of the said 
licence." 

6. In rule 122-1 of the said rules, for the word, figures and letter "in 
Form 28-C is granted", the words, figures and letters "Form 26-C or 
Form 28-E is granted or a renewal of licence in Form 26-G or Form 26-1 
is made, as the case may be " shall be substituted. 

7. In rule 122K of the principle rule, for the words and figures and 
letter "grant of the license have been complied with, shall grant a 
licence in Form 28-C", the following shall be substituted, namely 

"grant or renewal of a licence have been complied with, shall 
grant or renew the licence in Form 28C or Form 28E: 

Provided that in the case of a drug notified by the Central 
Government under rule 68 A, the application, together with the 
inspection report and the Form of licence (in triplicate to be 
granted or renewed), duly completed shall be sent, to the Central 
Licence Approving Authority, who may approve the same and 
return it to the Licensing Authority for issue of the licence. " 

8. In rule 122-P of the said rules, - 

(a) for the word, figures and letter "Form 28-C", the words, 
hgures and letters "Form 28-C and Form 28-E", shall be 
substituted: 

(b) after condition (xi), the following condition shall be inserted, 
namely;- 
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"(xii) The licensee shall neither collect blood from any 
professional donor or paid donor nor shall prepare blood 
components and/or manufacture blood product from the 
blood collected from such a donor". 


9. In Schedule A of the said rules, - 

(a) for Form 26-G, the followinj:; Form shall be substituted, 
namely 


"Form 26-G 
(See Rule 122-1) 


CERTIFICATE OF RENEWAL OF LICENCE TO OPERATE A 
BLOOD BANK FOR PROCESSING OF WHOLE HUMAN 
BLOOD AND/OR * FOR PREPARATION FOR SALE OR 
DISTRIBUTION OF ITS COMPONENTS. 


1. Certified that licence No. granted on the 

.to M/s.for the operation of a 

Blood Bank for processing of whoel human blood and/or* for 

preparation of its components at the premises situated at.is 

hereby renewed with effect from.to. 

2 Name(s) of items : 

1 . 

2 . 

3. 

3. Name(s) ot Technical Staff: 

1 . 

2 . 

3. 

Dated.Signature. 

Name&Designation. 

Licencing Authority 


Central Licence Approval Authority 


‘delete, whichever is not applicable. " 
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(b) after Form 26-H, the following Form shall be insertetl, 

namely 


"Form 26-1 
(See rule 122-1) 


CERTIFICATE OF KF;.\JEWAL OF LICENCE 
FOR MANUFACTURE OF BLOOD PRODUCl S 


Certified that lieence No. 

granted on.to M/s.. tor 

manufacture of blood products at the premises situated at 
......is hereby renewed 


with effect from 


to 


2. Name(s) of item(s): 

1 . 

2 . 

3. 

4. 


3. Names of Technical Staff: 


(a) responsible for 
manufacturing 

1 . 

2 . 

3. 

4. 


(b) responsible for 
testing 

1 . 

2 . 

3. 

4. 


Signature. 

Name & 

Designation. 

Licencing Authority 


Central Licensing Approval Authority, " ; 

(c) for Form 27-C, the following form shall be substituted, 
namely 
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"Form 27-C 
(See rule 122-F) 

APPLICATION FOR GRANT/KLNEVVAL* OF LICENCE FOR 
THE OPERATION OF A BLOOD BANK PROCESSING OF 
WHOLE BLOOD AND/OR * FOR BLOOD COMPONENTS 

1. I/We.of M/s. 

. hereby apply for the grant of licence/renewal of 

licence no.dated.....to operate a Blood Bank, for 

processing of whole blood and/or* for preparation of its components on 
the premises situated at 


2. Name(s) of the item(s): 

1 . 

2 . 

3. 

4. 

3. The name(s), qualification and experience of competent technical 
staff are as under 

(a) Name(s) of Medical Officer. 

(b) Name(s) of Technical Supervisor. 

(c) Name(s) of Registered nurse. 

(d) Name(s) of Blood Bank technician. 


4. The premises and plant are ready for inspection/will be reeidy for 

inspection on. 

5, A licence fee of rupees...and an inspection fee 

of rupees.has been credited to the Government 

under the Head of Account.. (receipt enclosed) 

Signature. 

Dated. 

Name and 

Designation. 


.nSO 01/07—5 
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“ Delete, whichever is not applicable. 

Note: 

1. The application shall be aivompanied by a plan of premises; 
list of machinery and equipment tor collection; processing, storage 
and testing of whole blood and it components, memorandum of 
association /constitution of the firm, copies of certificate relating to 
educational qualifications and experience of the competent 
technical staff and documents relating to ownership or tenancy of 
the premises. 

2. A copy of the application together with the relevant 
enclosures shall also be sent to the Central Licence Approving 
Authority and to the concerned Zonal / Sub Zonal officers of the 
Central Drugs Standard Control Organisation."; 

(d) after Form 27-D, the following Form shall be inserted, 
namely 


"Form 27-E 
(See rule 122-F) 

APPLICATION FOR GRANT / RENEWAL * OF LICENCE TO 
MANUFACTURE BLOOD PRODUCTS FOR SALE OR DISTRIBUl iON 

1. I/We.of M/s. 

...hereby < pply for the grant of a licence / 

renewal of licence No. dated. to 

manufacture blood products on the premises situated at 


2. Name (s) of item (s): 

1 . 

2 . 

3. 

4. 

5. 

3. The name (s), qualification and experience of competent Technical 
Staff as under: 

(a) responsible for (b) responsible for 

manufacturing testing 


1 . 

2 . 

3. 


1 . 

2 

3. 
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4. The premises and plant are read\' for inspection will be ready tor 
inspection on. 


5. A Licence fee of Rupees . anti an 

inspection fee of Rupees.has been credited to 

the Government under the Head of Account.(receipt 

enclosed). 


Dated 


Signature. 

Name and 
Address... 


* Delete, whichever is not applicable. 


NOTE:- 


1. The application shall be accompanied by a plan (tf the 
premises, list of machinery and equipment for manufacture of 
blood products, memorandum of association / constitution of the 
firm; copies of certificate relating to educational qualifications and 
experience of the competenttechnical staff and documents relating 
to ownership or tenancy of the premises. 

2. A copy of the application together with the relevant 
enclosures shall also be sent to the Central Locence Approving 
Authority and to the concerned Zonal / Sub Zonal officers of the 
Central Ehugs Standard Control Organisation. " ; 

(e) for Form 28-C, the following Form shall be substituted, 
namely 


"Form 28-C 
(See rule 122-G) 

LICENCE TO OPERATE A BLOOD BANK FOR COLLECTION, 
STORAGE AND PROCESSING OF WHOLE HUMAN BLOOD 
AND / OR* ITS COMPONENTS FOR SALE OR DISTRIBUTION 


1 . 


Number of licence . date of issue 

.. at the premises situated at the 
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2. M/s.-.is hereby 


licensed to collect, store, process and distribute* whole blood 
and/or its components. 


3. Name (s) of the item (s); 

1 . 

2 . 

3. 

4. Name (s) of Competent Tedinical Staff 

1 . 

2 . 

3. 

5. The licence authorises the collection. Storage, distribution, 
and processing by the licensee of whole blood and / or blood 
components under this licence is subject to the conditions 
applicable to this licence. 

6. The licence shall be in force from ... to 


7, The licence shall be subject to the conditions stated below 
and to such other conditions as may be specified from time to time 
in the Rules made under the Drugs and Cosmetics Act, 1940. 

Dated. Signature. 

Name & 

Designation... 

Licensing Authority 


Central Licence Approving Authority 
* Delete, whichever is not applicable. 

CONDITIONS OF LICENCE 

1. The blood bank shall not collect blood from 
paid/professional/commercial donors. 


2. The Licence and any certificate of renewal in force shall be 
displayed on the approved permises and the original shall be produced at 
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the request of an Inspector appointed under the Drugs and Cosmetic Act, 
1940. 

3. Any change in the technical staff shall be forthwith reported to the 
Licensing Authority and / or Central Lkvnce Approving Authority. 

4. The Licensee shall inform the Licensing Authority and/or Central 
License Approving Authority in writing in the event of any change in the 
condition of the firm operating under the licence. Where any change in 
the constitution of the firm takes place, the current licence shall be deened 
to be valid for a maximum period of three months from the date on 
which the chnage taken place unless, in the naeantime, a fresh licence has 
been taken from the 'Licensing Authority and/or Central Licence 
Approving Authority in the name of the firm with the changed 
constitution." 

(f) after Form 28-D, the following Form shall be inserted 
namely 

"Form 28-E 
(See rule 122-G) 

LICENCE TO MANUFACTURE AND STORE BLOOD PRODUCTS FOR 

SALE OR DISTRIBUTION 

1. Number of licence.date of issue 

.at the premises situated at. 

2. M/s. is hereby licensed to 

manufacture, store, sell or distributed the following blood products 

3. Name (s) of the item (s): 

1 . 

2 . 

3. 

4. 

5. 

4. Name (s) of Competent Technical Staff: 

(a) responsible for (b) responsible for 

manufacturing testing 


1 . 

2 . 

3. 


1 . 

2 . 

3, 
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5. The licence authorises the licensee to manufacture, store, sell or 
distribute the Blood products, subject to the conditions applicable to this 
licence. 


6. The licence shall be in force wilh effect from .. to 


7. The licence shall be subject to the conditions stated below and to 
such other conditions as may be specified from time to time in the Rules 
made under the Drugs and Cosmetics Act, 1940. 


Signature. 

Dated. Name Designation. 

Licensing Authority 

Central Licence Approving Authority 

* Delete, whichever is not applicable. 

CONDITIONS OF LICENCE 


1. The blood products shall not be manufactured from the blood 
collected from paid professional/commercial donors. 


2. This licence and any certificate of renewal in force shall be 
displayed on the approved premises and shall be produced at the request 
of an Inspector appointed under the Drugs and Cosmetics Act, 1940, 


3. Any change in the technical staff shall be forthwith reported to the 
Licensing Authority and / or Central Licence Approving Authority, 


4. The licensee shall inform the Licensing Authority and / or Central 
Licence Approving Authority in writing any change in the constitution of 
the firm operating under the licence. In the event of any change in the 
constitution of the firm, the licence shall be deemed to be valid for a 
period of three months from the date t*n which the change takes place 
unless, a fresh licence has been taken from the Licensing Authority and / 
or Central Licence Approving Authority in the name of the firm with 
chnaged constitution.". 
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10. In-Schedule F to the said rules, tor f’art XII B and [’art XII C (hi- 
following shall be substituted, namely 


"PART XII B 

REQUIREMEMTS FOR THE FU.MCTIO.NING ' MD OPERATION OF A 
BLOOD BANK AND / OR FOR PREPARATION OF BIOOD 
COMPONENTS 

LBLQQP BANKS / BLCX)D COMPONENTS 
A. GENERAL ; 

1. Location and Surroundings : The blood bank shall be 
located at a place which shall be away from open sewage, drain, 
public lavatory or similar unhygenic surroundings. 

2. Building : The building (s) used for operation of a blood 
bank or for preperation of blood components shall be constructed 
in such a manner so as to permit the operation of the blood bank 
and preperation of blood components under hygienic conditions 
and should avoid the entry of insects, rodents and flies. It shall be 
well lighted and ventilated and screened, wherever necessary, The 
walls and floors of the rooms, where the preperation of blood or 
blood products is carried out, shall be smooth, washable and 
capable of being kept clean. Drains shall be of adequate size and 
where connected directly to a sewer, shall be equipped with traps 
to prevent back siphonage. 

3. Health, clothing and sanitation of staff ; The employees 
shall be free from contagious or infectious diseases. They shall be 
provided with clean overalls, head-gears, foot-wears and gloves, 
wherever required. There shall be adequate, clean and convenient 
hand washing and toilet facilities .separately for staff and donors. 

B ACCOMMODATION FOR A BLOOD BANK : 

A blood bank shall have an area of 100 square meters for its 
operations and an additional area of 50 square meters for 
perparation of blood components, it shall be consisting of a room 
each for -- 

(1) registration and medical examination with adequate 
furniture and facilities for registration and selection of donors; 


2) blood collection (This shall lx* air-conditioned); 
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(3) blood component preparation. This shall be 
air-conditioned to maintain temperature between 20 
degree centigrade to 25 degree centigrade. 


(4) laboratory for blood group serology . (This shall be air- 
conditioned); 

(5) laboratory for blood traasmi.ssible diseases like Hepatitis, 
Syphilis, Malaria, HIV antii-HKlies (This shall be air- 
conditioned); 

(6) sterlization-cum-washing; 

(7) refreshment-cum-rest room; 

(8) store-cum-records. 

NOTE : 

(1) The above requirements as to accommodation and area may be 
relaxed, in respect of testing laboratory and sterilization-cum- 
washing room, for reasons to be recorded by the Licensing 
Authority and/or the Central Licence Approving Authority, in 
respect of blood banks operating in Government hospitals, 
provided the hospital concerned has a pathological laboratory 
and a sterilization-cum-washing room common with other 
departments in the said hospital, 

(2) Refreshments to the donor after phelebotomy .shall be served so 
that he is kept under observation in the Blood Bank to check for 
any untoward reactions. 

C. PERSONNEL 

Every blood bank shall have following categories of whole time 
competent technical staff and their number shall be in accordance 
with the quantum of work load 

(a) Medical Officer - With a Degree in Medicine (M.B.B.S.) of a 
Lfniversity recognised by the Central Government and 
having experience in a Blood Bank for one year during 
regular service. He shall have adequate knowledge and 
experience in Blood Croup Serology, Blood Croup 
Methodology and Medical principles involved in 
procurement of blood and/or preparation of its 

components. 
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fb) Technical Supervisor • Wilh a Degree in Chemistry or 
equivalent qualifications with one year experience in the 
processing and preparation of Blood components. 

(c) Registered Nurse(s). 

(d) Blood Bank Technician(s) - ' Vith a Degree in Science subject 
and having a certificate/Diploma in M.L.T. (Diploma in 
Medical Laboratory Technoli>gy) as recognised by a State 
Government/Union Territory, with one year of experience. 

NOTE : 

(a) The number of whole time technical personnel required by a 
blood bank shall be such as may be approved by the Licensing 
Authority or Central Licence Approving Authority, in accordance 
with the quantum of work load in a blood bank. 

(b) It shall be the responsibility of the licensee to demonstrate 
through maintenance of record and other latest techniques used 
in blood banking system and the personnels involved in blood 
banking activities for collection, storage, testing and distribution 
are adequately trained in the current Good Manufacturing 
Practices/Standard Operating Practices for the tasks undertaken 
by each prsonnel. The staff should be made aware of the 
principles of Good Manufacturing Practices/Standard Operating 
Practices that affect them and receive initial and continuing 
training relevant to their needs. 

D. MAINTENANCE: 

The premises shall be maintained in a clean and orderly manner to ensure 
adequate clearing and maintenance of proper operations. The facilities 
will include - 

(1) Privacy and thorough examination of individuals to 
determine their suitability as donors. 

(2) Collection of blood from donors with minimal risk of 
contamination or exposure to activities and equipment unrelated 
to blood collection. 

(3) Storage of blood or blood components pending completion 
of tests. 


3180 ai/07— 


(4) provision for quarantine storage of blood and blood 
components in a designated location, pending repetition of those 
tests that initially give questionable serological results. 
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(5) Provision for quarantine storage, handling and disposal of 
products and reagents not .suitable for use. 

(6) Storage of finished products prior to distribution or sale. 

(7) Proper collection, processing, compatibility testing, storage 
and distribution of blood and blood components to prex-ent 
contamination. 

(8) Adequate and proper performance of all procedun's relating 
to plasmapheresis, plateletpheresi.s and leukapher^is. 

(9) Proper conduction of all packaging, labelling and other 
finishing operations. 

(10) Provision for safe and sanitary disposal of the followng 

(I) Blood and/or blood components not suitable for 
use, distribution or sale. 

(ii) Trash and items used during the collection, 
processing and compatibility testing of blood 
and/or blood comp»onents. 

E. EQUIPMENT : 

Equipment used in the collection, pirocessing, testing, storage and 
sale/distribution of blood and its components shall be maintained in a 
clean and proper manner and placed so as to facilitate cleaning and 
maintenance. The equipment shall be observed, standardised and 
calibrated on a regularly scheduled basis as described in the Standard 
C)p>erating Procedurs Manual and shall p>erform in the manner for which 
it was designed so as to erasure compliance with the official requirement 
as stated below for blood and its components. 


Equipment that shall be observed, standardised and caliberated with at 
least the following frequencies shall include but are not limited to 


EQUIPMENT 

PERFORMANCE 


FREQUENCY 

FREQUENCY OF 
CALIBRATION 

1. Temperature 
recorder 

Compare against 
thermometer 

Daily 

As ol 

ten as necessary 

2. Refrigerated 
centrifuge 

3. Hematocrit 
centrifuge 

Observe sp>eed and 
temperature 

Each day of 
use 

As often as necessarv 

Standardise before 
initial u.se, after repair 
or adjustments, and 
annuallv. 












[vmn—THn«3(i)] 




43 



1 


1 Technometer, every 6 


4. General lab 



months. 



centrifuge 






5. Automated 

Observe controls for 

Each day of 




blood typing 

correct results 

use 



1 

1 

EQUIPMENT 

I’EKFORMANt 1 

FREQUENCY 

FREQUENCY C>t 
( AI.IHRAI ION 



Haemoglobino- 

Standardize against 

Each day of 




meter 

cyanamethemoglobu 1 in 
standard 

use 




7. Refractomier 

Standardize against 
distilled water. 

.... do . 




8. Blood container 

Standardize against 

.... do . 

As often as 



scale 

container of known 
weight 


necessary 



9. Water bath 

Observe temperature 

.... do . 

.... do . 



10. Rh view box 

do 

. do . 

.... do . 



11. Autoclave 

do 

Each time 
after use 

.... do . 



12. Serologic 

Observed controls for 

Each day of 

Speed as often 



rotators 

correct results 

use 

as necessary 



13. Laboratory 



Before injtial 



thermometers 



use. 



14. Electronic 



Monthly 



thermometers 






15. Vacuum 

Observe weight of the 

Each day of 

Standardize 



blood agitator 

first container of blood 

use 

with container 



filled for correct results 


of known 

mass or 

volume before 
initial use, 
and after 


i 

1 





repairs or 
adjustments. 



F. SUPPLIES AND REAGENT S: 


All supplies and.reagents used in the collection, processing, compatibility, 
testing, storage and distribution of blood and blood components shall be 
stored in a safe, hygienic place and in a proper manner and in particular; 

(a) All supplies coming in contact with blood and blood 
components intended for transfusion shall be sterile, pyrogen-free, 
and shall not interact with the product in such a manner as to have 
an adverse effect upon the safety, purity, potency or effectiveness 
of the product. 


(b) Supplies and reagents that do not bear an expiry date shall 
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(c) Supplies and reagents shall be used in a manner consistent 
with instructions provided by the manufacturer. 

(d) All final containers .and closures for blood and blood 
components not intended for tran‘ifusion shall be clean and free of 
surface solids and other contaminants. 

(e) Each blood collecting container and its satellite container (s), 
if any, shall be examined visually for damage or evidence of 
contamination prior to its use and immediately after filling, such 
examination shall include inspection for breakage of seals, when 
indicated, and abnormal discoU»ration. Where any defect is 
observed, the container shall not be used, or, if detected after 
filling, shall be properly discarded. 

(f) Representative samples of each lot of the following reagents 
or solutions shall be tested regularly on a scheduled basis by 
methods described in the Standard Operating Procedures Manual 
to determine their capacity to perform as required ; 


Reagent or solution 

Frequency of testing 

Anti - human serum 

Each day of use 

Blood grouping serums 

Each day of use 

Lecune 

Each day of use 

Antibody screening and reverse 
grouping cells 

Each day of use 

Hepatits test reagents 

Each run 

Syphilis serology reagents 

Each run 

Enzymes 

Each day of use 


G. GOOD MAUFACTURING PRACTICES (GMPs)/STANDARD 
OPERATING PROCEDURES (SOPs); 

Written Standard Operating Procedures shall be maintained and 
shall include all steps to be followed in the collection, processing, 
compatibility testing, storage and sale/distribution of blood and/or 
blood components for homologous transfusion, autologous transfusion 
and further manufacturing purposes. Such procedures shall be available 
to the personnel for use in the concerned areas. Such SOPs shall inter alia 
include; 

(a) Criteria used to lietemiine donor suitability, including 
acceptable medical history criteria; 

(b) methods of performing donor qualifying tests and 
measurements including minimum and maximum values for a test 
or procedure, when a factor in determining acceptability; 
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(c) solutions and methods used to prepare the site of 
phlebotomy so as to give maximum assurance of a sterile container 
of blood; 

(d) method of accurately relating the product (s) to the donor; 

(e) blood collection procedure, including in-process precautions 
taken to measure accurately the i]uantit\' of blood removed from 
the donor; 

(f) methods of component preparation including, any time 
restrictions for specific steps in processing; 

(g) all tests and repeat tests performed on blood anti blood 
components during processing; 

(h) pre-transfusion testing, wherever applicable, including 
precautions to be taken to identify accurately the recipient blood 
samples and cross-matched donor units; 

(i) procedures for investigating adverse donor and recipient 
reactions; 

(j) storage temperatures and methods of controlling storage 
temperatures for blood and its components and reagents; 

(k) length of expiry dates, if anv, assigned for all final products; 

(l) criteria for determining whether returned blood is suitable 
for re-issue; 

(m) procedures used for relating a unit of blood or blooo 
component from the donor to its final disposal; 

(n) quality control procedures for supplies and reagents 
employed ip blood collection, processing and pre-transfusion 
testing; 

(o) schedules and procedures for equipment maintenance and 
calibration; 

(p) labelling procedures, including safeguards to avoid 
labelling mix-ups. 
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(q) procedures of plasmapheresis, plateletpheresis and 
leukapheresis if pjerformed, including precautions to be taken to 
ensure re-infusion of donor's own cells. 


(r) procedure for preparing recovered (salvaged) plasma if 
performed, including details .separation, pooling, labelling, 
storage and distribution; 

(s) all records pertinent to the lot or unit maintained pursuant 
to these regulations shall be reviewed before the release or 
distribution of a lot or unit of final product. The review or portions 
of the review may be p>erformed at appropriate periods during or 
after blood collection, processing, testing and storage. A throrough 
investigation, including the conclusions and follow-up, of any 
unexplained discrepancy or the failure of a lot or unit to meet any 
of its specification shall be made and recorded; 

2. A licensee may utilise Current Standard Operating Procedures, 
such as the Manuals of the following organisations, so long as such 
specific procedures are consistent with, and at least as stringent as, 
the requirements contained in this part :* 

(i) Directorate General of Health Services Manual, 

(ii) Other Organisations' or individual blood bank's 

manuals, subject to the approval of State Licensing 

Authority and Central Licence Approving Authority. 

H. CRITERIA FOR BLOOD DONATION : 

1. High risk group donors such as commercial sex workers, 
homosexuals, persons having multiple sex partners, inmates of 
Nari Niketans, Orphanages, Protection Homes for women and 
children, beggers, mentally retarded persons and drug addicts 
shall not be allowed to donate the blood; 

Provided that an inmate may be permitted to donate blood 
if he fulfills the criteria for donation of blood. 

2. Conditions for donation of blood ; 

(1) General - No person shall donate blood and no blood 
bank shall receive blood from a person, more than once in tKree 
months. The donor shall be in good health, mentally alert and 
physically fit and shall fulfill the following requirements, namely : 




[vFTn—^a^3(i)] 




47 


(a) the donor shall be in the age group of 18 to 6() years; 

(b) the donor shall not be less than 45 kilograms of their 
body weight; 

(c) temperature and pulse rate shall be normal; 


(d) the systolic and diastolic blood pressures are within 
normal limits, unless the Medical Officer is satisfied that an 
individual with blood pressure outside these limits is an 
otherwise qualified donor; 

(e) blood haemoglobin level which shall be not less than 
12.5 grams of haemoglobin per 100 ml. of blood; 

(f) be free from acute respiratory diseases; 

(g) be free from any infectious skin diseases at the site of 
phlebotomy and from any such disease generalised to such 
an extent as to create a risk of contamination of blood; 

(h) be free from any disease transmissible by blood 
transfusion, insofar as can be determined by history and 
examination indicated above; 

(i) the arms and forearms should be free from skin 
punctures or scars indicative of additiction of self injected 
narcotics. 


(2) Additional qualifications of a donor shall be as given in 
the Table below 

No person shall donate blood, and no blood bank shall collect 
blood from a donor, in the conditions mentioned in column (1) of 
the Table given below before the period of expiry mentioned in the 
column (2) of the said Table : 

Table: Deferment of blood donation 


CONDITIONS 


PERIOD OF DEFERMENT 


( 1 ) ( 2 ) 


(a) Abortions 

(b) H/O Blood transfusion 

(c) Alcoholism 

(d) Minor surgery 

(e) Major surgery 

(f) Typhoid 


(■) iiionLl'S 
f) months. 

Till intoxicated 

5 months 

6 months 

6 months after recovery 
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(g) H/o Malaria & duly 
treated 

(h) Tattoo 

(I) Acte Nephritis 

(j) Breast Feeding 

(k) Immunization (Cholera, 
Typhoid,Diptheria,Tetanus, 
PIague,GammaglobuIin) 

(l) Rabies vaccinatin after bite 
of rabid animal 

(m) H/o Hepatitis in family or 
dose contact 

(n) Immunoglobulin 


months (endemic) 
vears (non endumic area) 
h months 

h months after recovery 
h months after delivery 
24 hours after symptom free 

I year after bite. 
h months. 

12 months. 


Note : The period of deferment and rejection shall be decided bv 
Medical Officer after careful asse'^'^ment of donor. 

(3) No person shall donate blood and no blood bank shall receive 
blood from a person, suffering from any of the diseases mentioned below, 
namely 

(a) Cancer 

(b) Heart Disease 

(c) Abnormal Bleeding Tendencies 

(d) Unexplained weight loss 

(e) Diabetes-controlled on insulin and oral drugs 

(f) Hepatitis B Infection 

(g) Chronic Nephritis 

(h) Signs & Symptoms, suggestive of AIDS 

(I) Liver Disease 

I. GENERAL EQUIPMENTS AND INSTRUMENTS: 

1. For Blood collection room 

(i) Donor beds and tables : These shall be suitably and 
comfortably cushioned and shall be of appropriate size. 

(ii) Bedside Table. 

(iii) Sphygmomanometer and Stethoscope. 

(iv) Recovery beds for donors. 

(v) Refrigerators maintaining temperature between 2 to 
6 degree centigrate with digital dial thermometer. 
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recording thermograph and alarm device or timer, with 
provision for continuous pttwer supply. 

(vi) Weighing machine. 

2. For Haemoglobin determination 

(i) Copper sulphate solution (specific gravity ’^3) 

(ii) Sterile lancet. 

(Hi) Capillary tube (1.3 x 1.4 x 65 mm or pasteur pipettes) 

(iv) Rubber bulbs for capillay tubings. 

(v) Sahli's Haemoglobinometer/Colorimeteric method. 


3. For temperature and Pulse Determination ; 

(i) Clinical thermometers. 

(ii) Equipments and materials for aseptic cleaning of the 
thermometer. 

(iii) Watch (fitted with a seconds-hand needle) and a 
stop-watch. 

4. For blood containers: 

(a) Only disposable plastic bags shall be used 
(closed system) as per the specificiations of 
IP/USP/BP. 

(b) Anti-coagulants ; The anti-coagulant solution 

shall be sterile, pyrogen free and of the following 
compostion that will ensure satisfactory safety and 
efficacy of the whole blood and/or for all the 

separated blood products. 

(i) Citrate Phosphate Dextrose solution (CPDA) 
or Citrate Phosphate Dextrose Adenine - 1 (CPDA-1) 
— 14 ml. solution shall be required for TOO ml. of 
blood. 


j !.'<() (?l/g7,._7 
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NOTE In case of double / triple blood coltecti()n 
bags used for blo<Kl component prep^iration, CPDA, 
blood collection bags may be used. 

(ii) Acid Citrate I)extrose .solution (A.C.D. with 
Formula -A). I.P. —13 ml. solution shall be required 
for 100 ml. of blood. 

NOTE The licensee shall ensure that the 
anticoagulant solution bags conform to the standards 
laid down in I.P./L'.S.P./B.P. 

(iii) Additive solutions such as SAGM, ADSOL, 
NUTRICEL for storing RBC for 45 days. 

5. Blood Transfusion Sets : - Only sterile dispo.sable sets 
with filters and plastic spike shall be u.sed 

6. Emergency Equipment: 

(i) Oxygen cylinder with Mask, Gauge and 
Pressure Regulator. 

(ii) 5 percent Glucose or normal saline. 

(iii) Disposable sterile syringes and needies 
of various sizes. 

(iv) Disposable sterile l.V, infusion sets. 

(v) Ampoules of Adrenaline, 

Noradrenaline, Mephantin, 
Betamethasone or Dexamethasone, 
Injection Metoclopramide. 

(vi) Aspirin and Spirit Ammonia Aromatic. 

7. Accessories; 

(i) Such as blankets, emesis basins, haemostats, set 
clamps, sponge forceps, mouth gauze, dressing jars, 
solution jars, waste cans. 

(ii) Medium cotton balK, 1.25 cm. adhesive tapes. 

(iii) Denatures spirit. Tincture Iodine, Green soap or 
Liquid Soap and Injection of Procaine or Xvlocaine. 

(iv) Paper napkins or towels. 
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(v) Autoclave with temperature and pressure recordinj; 
device. 

(vi) Incinerator 

(vii) Stand bv Generator. 

8. Laboratory Equipment; 

(1) Refrigerators maintaining a temperature between 2 to b 
degree C with digital dial thermometer, recording 
thermograph and alarm device or timer, with provision tor 
continuous power supply. 

(2) Compound Microscojpe with low and high powe objectives. 

(3) Centrifuge Table Model. 

(4) Water bath : One for 37 degree C and one for 56 degree C. 

(5) Rh viewing box in case of slide technique. 

(6) Incubator with thermostatic control. 

(7) Mechanical shakers for seriogical tests for Syphilis, 

(8) Hand-lens for observing tests conducted in tubes. 

(9) Serological graduated pipettes of various sizes. 

(10) Pipettes (Pasteur) 

(11) Glass slides 

(12) Test tubes of various sizes / microtitre plates (U or V h'pe) 

(13) Precipitating tubes 6 mm x 50 mm. glass beakers of different 
sizes. 

(14) Test ttibe racks of different specifications. 

(15) Interval timer electric or spring wound. 

Equipment and materials for cleaning glass ware 
adequately. 


(16) 
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(17) Insulated shipping containers with provision for cooling 
between‘8 degree centigrate to 10 degree. centigrate for 
transporting blood from donation camps 

(18) Wash bottles. 

(19) Filter paper. 

(20) Suitable container for transhipment of blood units from 
blood bank to wards. 

(21) Plaih and EDTA Vials. 

(22) Elisa reader with printer, washer and micropipettes. 

J. SPECIAL REAGENTS: 

(1) Standard blood grouping sera Anti A and Anti B and Anti 
AB all in double quantity and each of different brand or if 
from the same suppliers, each sample should be of different 
lot numbers. 

(2) Rh typing sera ; All in double quantity and each of different 
brand or if from the same supplier each supply should be of 
different lot numbers. 

(3) Reagents for serological tests for syphilis and positive sera 
for controls. 

(4) Anti Human Globulin Serum (Coomb's Serum). 

(5) Albumin 22 percent for En/.yme tests. 

(6) O.y percent Saline. 

(7) Culture media and tubes. 

(8) Wax pencils and tablets. 

(9) ELISA test kits for Hepatitis B and HIV I and HIV II. 

(10> Detergents and other agents for cleaning laboratory glass 
wares. 


K. TESTING OF WHOLE BLOOD : 





[iwn—iTO3(o] 




53 


(1) It shall be the re$ponsibUity of the licensee to ensure that the 
whole blood collected, ptiK-essed and suppli^ conforms to 
the standards laid down in the Indian Pharmacopoeia and 
the other tests published, if any, by the Government. 

(2) Freedom from HIV antibtnlies (AIDS) Tests - Every licen.‘^?e 
shall get samples of e\'ery Wood unit tested before use for 
freedom from HIV I and HIV II antibodies either from 
laboratories specified for the purpose by the Central 
Government or in his own laboratory. The results of such 
testing shall be recorded on the label of the container. 

(3) Every bjood unit shall be tested for Hepatitis B surface 
antigen] • 

NOTE : 

(a) Blood samples of donors in pilot tube and the blood sainples 
of the recipient shall be preserved for 72 hours after 
transfusion. 

(b) The blood intended for transfusion shall not be frozen at 
any stage. 

(c) Blood containers shall not come directly in contact with ice 
at any stage. 


L. RECORDS: 

The records which the licensee is required to maintain shall include 
the following particulars 

(1) Blood Donor Record : It shall indicate serial number, date of 
bleeding, name and address of donor with other particulars 
of age, weight, haemoglobin, blood grouping, blood 
pressure, medical examination, bag number and patient's 
detail for whom donated in case of replacement donation, 
category or donation (voluntary/replacement) and di.sposal 
records and signature of Medical Officer in-charge. 

(2) Master Records : It shall indicate Bag serial number, date of 
collection, date of expiry, quantity in ml. ABO Rh Group, results 
for testing of HIV I and HIV II antibodies. Malaria, V.D.R.L. 
Hepatitis B surface antigen and irregular antibodies (if any), name 
and address of the donor with particulars, utilisation issue number. 
Components prepared or discarded and signature of the Medical 
Officer Incharge. 
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(3) Issue Register : It shall indicate serial number, date and time 
of Issue, Bag number, ABO/Kh Group, total quantity in ml , 
name and address of the recipient, group of recipient, 
unit/institution, details of cross matching report, indication 
for transfusion. 

(4) Records of products supplied ; (Whole Blood, Reil Blood 
Ceil/ Platelet concentrates, cryoprecipitates); quantity 
supplied; compatibility report and signature of issuing 
person. 

(5) Records for A,C.D./C.P.D./CPD-A/ SAGM bags , packs 
giving details of firm, batch number, date of supply, and 
results of testing. 

(6) Register for Diagnostic kits and Reagents used : \ame of the 
Kits / reagents, details of batch number, date of expiry and 
date of use. 

(7) Blood bank must issue the corss matching report of the 
blood to the patient together with the blood unit. 

(8) Transfusion Adverse Reaction Records. 

(9) Records of Purchase, use md stock in hand of disposable 
needles, syringes, blood bags, shall be maintained. 

NOTE: 

Sinailar records shall be maintained for Blood Components. 

M. LABELS. 

The labels on the blood bag and/or component shall contain the 

following particulars, namely; 

(1) The proper name of the product in a prominent place and in 
bold letters on the bag. 

(2) Name and address of blood bank. 

(3) Licence number. 

(4) Serial number. 

(5) The date on which the blood is drawn and the date of expiry 
as prescribed under Schedule F to these rules. 
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(6) 

A coloured label shall be put on 

every bag containing blood 



The following colour scheme for the said labels shall be used 



for different groups of bl(x>d. 




Blood Croup 

Colour of the label 



O 

Blue 



A 

Yellow 



B 

Pink 



AB 

White 


(7) 

The results of the tests for Hepatitis B siuface antigen, syphilis, 
freedom from HTVI and HIV II antibodies. 


(8) The Rh group. 

(9) Total volume of blood, the preparation of blood, nature and 
percentage of anticoagulant. 

(10) Keep continuously at 2 degree centigrade to 6 degree 
centrigrade. 

(11) Disposable Transfusion S*.'t.s with filter shall bt; used in 
administration equipment. 

(12) Appropriate compatible cri>.ss matched blood without 
atypical antibody in recipient shall be used. 

(13) The contents of the bag should not be used if there is any 
visible evidence of deterioration like haemolysis, clotting or 
discolouration. 

(14) The blood and/or its O>mponents shall be distributed 
under the prescription of Registered Medical Practitioner as 
defined in subclause (i) of clause (ee) of rule 2 of these rules. 

(15) The label shall indicate the appropriate donor classification 
like "Voluntary Donor" or "Replacement Donor" or in no 
less prominence than the proper name. 

II. BLOOD DONATION CAMPS 

The blood donation camps shall be organised by designated 

Regional Blood Transfusion Centres or by Indian Red Cross 

Society or by licenced Government blood bank, by themseh es or in 

association with each other or any Registered Voluntarv 

organisation; 
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Provided that the organising institution /organisation shall 
intimate seven days prior to the holding of the said camp, to the 
Licensing Authority and the InsjU'Ctor of appointed by the State 
Government and shall compiv with the undermentioned 
requirements, namely 

(A) Premises, personnel etc. 

(a) Premises under the blood donation camp shall have 
sufficient area and the Uxation shall be hygienic so as to 
allow proper operation, maintenance and cleaning. 

(b) All information regarding the personnels working, 
equipments used and facilities available at such a Camp 
shall be well documented and made available for inspection, 
if required, and ensuring - 

(i) Continuous electrical supply for equipments used in the 
Camp; 

(ii) adequate lighting for all the required activities; 

(iii) hand-washing facilities for staff; 

(iv) reliable communication system to the central office of the 
Controller/Organiser of the Camp; 

(v) furniture and equipment arranged within the available 
place; 

(vi) refreshment facilities for donors and staff; 

(vii) facilities for medical examination of the donors; 

(viii) proper disposal of waste. 

(B) Personnel for Mobile Blood Donation Camp ; 

To collect blood from 50 to 70 donors in about 3 hours or 
from 100 to 120 dbpors in 5 hours, the following shall be complied 
with 


(1) One Medical Officer and two Nurses or Phlebotomists for 
managing 6-8 donor tables; 

(ii) medico social workers; 

(iii) two medical technicians; 
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(iv) two donor attendants; 

(v) vehicle having a capacity to seat 8/10 persons, with 
provision for carriage of ilonation goods including facilities 
to conduct a donation camp. 

(C) Equipments: 

1. BPapparatus- 

2. Stethoscope. 

3. Blood bags ( Single,Double,Triple). 

4. Donor questionnaire. 

5. Weighing scale for donors. 

6. Weighing scale for blood bags. 

7. A,B, AB and O blood group and Rh factor stickers and 
donor serial number labels/stickers. 

8. Artery forceps, scissors. 

9. Stripper for blood tubing. 

10. Bed sheets. Blankets/matressses. 

11. Lancets, Swab sticks/Tooth picks. 

12. Glass slides. 

13. Portable Hb.meter/Copper Sulphate. 

14. Test tube (big) and 12 x 100 mm (stnall). 

15. Test tube stand. 

16. Anti-A, Anti-B, Anti-AB, antisera and Anti-D. 

17. Test tube sealer film. 

18. Medicated adhesive tape. 

19. Plastic waste basket. 

20. Donor cards and refreshment for donors. 

21. Emergency medical kit. 

22. Insulated shipping Containers with provision for cooling 
between 8 degree centigrade to 10 degree centigrade. 

III. PROCESSING OF BLOOD COMPONENTS FROM_WHOLE.BLC)QD 

BY A BLCK^D BANK 

The Blood components shall be prepared by blood banks as a part of the 
Blood Bank services. The conditions for grant or renewal of licence to 
prepare blood components shall be as follows - 

(A) ACCOMMODATION: 

Rooms with adequate area and other specifications, for preparing 
blood components depending on quantum of work load shall be as 
specified in item B under the heading "I Blood Banks/Blood 
Components" of this Part, 

Preparation of Blood components sliall be carried out only under 
closed system using double iriple plastic bags except tor 
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preparation of Red BJood Cells Concentrates, inhere single bags 
may be used with transfer bags. 

(B) EQUIPMENT. 

(I) Plastic Packs: double/ triple/quadruple; 

(ii) Air Conditioner; 

(iii) Laminar Air Flow Bench; 

(iv) Suitable Refrigerated centrifuge; 

(v) Plasma Expresser; 

(vi) Clipper'and clips and/or Dielectric sealer; 

(vii) Weighing device; 

(viii) Dry Rubber Balancing Material, 

(ix) Artery Forceps, Scissors; 

(x) Appropriate labels and instructions for each 
component; 

(xi) Refrigerator maintaining a termp -rature between 2 
degree centigrade to 6 degree centigrade , a digital 
dial thermometer with recording thermograph and 
alarm device or timer, with provison for continuous 
power supply; 

(xii) Platelet agitator with incubator (wherever necessary) 
(xiii) Deep freezer maintaining a temperature between 

minus 30 degree centigrade to minus 40 degree 
centigrade and minus 75 degree centigrade to minus 
80 degree centigrade; 

(xiv) Water bath 37 degree centigrde or plasma thawing 
device; 

(xv) Shipper. 

(Q PERSONNEL : 

The whole time tecnnical staff meant for processing of Bipod 
Components shall be as specified in item C, of under the 
heading "I Blood Banks/Blood Components" of this Part. 

P) TESTING: 

General Facilities for A, B, AB and O groups and Rh(D) grouping. 
Hepatitis B Surface antigen, HIV I and HIV II and VDRL shall be 
mandatory for every donor unit where blood is used for the 
preparation of blood components. The results of such testing shall 
be indicated on the label. 


(E) 0\TEGORIES OF BLOOD COMPONENTS 


(1) RED BLOOD CELLS CONCENTRATES : 
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The product shall be known as "Packed Red Blood Cells 

that is Packed Red Blood Cells remaining after separating 

plasma from human bloo«.l. 

General Requirements: 

(a) Storage ; Immediately after processing, the Packetl 
Red Blood Cells sivill be kept at a temperature 
maintained between 2 degree centigrade to 6 degree 
centigrade. 

(b) Inspection : The component shall be insf>ected 
immediately after separation of the plasma, during 
storage and at the lime of issue. The product shall 
not be issued if there is any abnormality in colour or 
physical appearance or any indication of microbial 
contamination. 

(c) Suitability of Donor ; The source blood for Packed 
Red Blood Cells shall be obtained from a donor who 
meets the criteria for Blood Donation as specified in 
item H under the heading "1. Blood Bank.s/Blood 
Components" of this Part. 

(d) Testing of Whole Blood ; Blood from which Packed 
Red Blood Cells are prepared shall be tested ns 
specified in item K relating to testing of whole blood 
under the heading "I. Blood Banks/Blood 
Components" of this Part, 

. (e) Pilot samples : Pilot samples collected in integral 
tubing or in separate pilot tubes shall meet the 
following specifications 

(i) One or more pilot samples of either the 
original blood or of the Packed Red Blood Cells 
being processed shall be provided with each unit of 
Packed Red Blood Cells which is issued or re-issued. 

(ii) Before they are filled, all pilot sample tubes 
shall be marked or identified so as to relate them to 
the donor of that unit or Packed Red Blood Cells. 

(iii) Before the final container is filled or at the time 
of final product is prepared, the pilot sample tubes 

accompanying a unit of Packed Red Blood 
Cells, shall be attached in a tamper proof manner that 
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will conspicuously identify removal and re- 
attachmerit. 

(iv) All pilot sample tubes, accompanyinf; a unit of 
red blood cells, shall be filled immediately after the 
blood is collected i»r at the time the final product is 
prepared, in each case, by the person who performs 
the collection or preparation. 

(f) Processing; 

(i) Separation : Packed Red Blood Cells shall be 
se| Trated from the whole blood,— 

(a) if the whole blood is stored in ACD 
solution within 21 days, and 

(b) if the whole blood is stored in CPDA-1 
solution, within 35 days, 

from the date of collection . Packed Red Blood Cells 
may be prepared either by centrifugation done in a 
manner that will not tend to increase the temp>erature 
of the blood or by normal undisturbed sedimentation 
method. A portion of the plasma, sufficient to ensure 
optimal cell preservation, shall be left with the 
Packed Red Blood Cells. 

(ii) Packed Red Blood Cells Frozen : Cryophylactic 
substance may be added to the Packed Red Blood 
Cells for extended manufacturer's storage not 
warmer than minus 65 Degree Centrigrade provided 
the manufacturer submits data to the satisfaction of 
the Licensing Authority and Central Licence 
Approving Authority, as adequately demonstrating 
through in-vivo cell survival and other appropriate 
tests that the addition of the substance, the material 
used and the processing methods results in a final 
product meets the required standards of safety, 
purity and potency for Packed Red Blood Cells, and 
that the frozen product will maintain those properties 
for the specified expiry period. 

(iii) Testing : Packed Red Blood Cells shall 

conform to the standards as laid down in the Indian 
Pharmacopoeia. 

(2) PLATELETS CONCENTRATES: 


The product shall be known as Platelets Concentrates i.e 
platelets collected from one unit of blood and re-suspended 
in an appropriate volume of original plasma. 
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GENERAL REQUIREMENTS: 

(i) Source ; The source material for platelets shall be 
platelet-rich plasma which may be obtained from the whole 
blood or by plateletphercsis. 

(ii) Processing.: 

(a) Separation of platelet-rich plasma and platelets and 
re-suspension of the platelets shall be in a closed system bv 
centrifugal method with appropriate speed, force anti time. 

(b) Immediately after collection, the whole blood or 
plasma shall be held in storage between 20 degree 
centrigrade to 24 degree centrigrade. When it is to be 
transported from the donor clinic to the processing 
laboratory, during such transport, the temperature as close 
as possible to a range between 20 degree centrigrade to 24 
degree centrigrade shall be ensured. The platelets 
concentrate shall be separated within 4 hours after the 
collection cHf the unit of whole blood or plasma. 

(c) The time and speed of centrifugation must be 
demonstrated to produce an unclumped product, without 
visible hemolysis, that yields a count of not less than 5,5 x 10 

( 5.5x 10 raised to the power of 10)i.e platelets per unit 
from a unit of 450 ml. bltuKl in at least 75 percent of the 
units tested. 

(d) The volume of t*riginal plasma used for re¬ 
suspension of the platelets shall be determined by the 
maintenance of the pH of not less than 6 during the storage 
period. The pH shall be measured on a sample of platelets 
which has been stored for the permissible maximum expiry 
period at 20 degree centrigrade to 24 degree centrigrade. 

(e) Final containers used for platelets shall be colourless 
and trans|>arent to permit visual inspection of the contents. 
The caps selected shall maintain a hermetic sseal and 
prevent contamination of the contents. The container 
material shall not interact with the contents, under the 
normal conditions of the storage and use, in such a manner 
as to have an adverse effect upon the safety, purity, potency, 
or efficacy of the product. At the time of filling, tb.e final 
container shall be marked or identified by number so as to 
relate it to the donor. 

(iii) Storage ; Immediately after re-suspension, platelets 
shall be placed in storage not exceeding a period of 5 deiys, 
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between 20 degree centrigrade to 24 degree centrigrade, 
with continuous gentle agitation of the plaferi^t concentrates 
maintained throughout such storage. 

(iv) Testing ; The units prepared from different don<»rs 
shall be tested at the end of the storage period for - 

(a) Platelet count; 

(b) pH of not less than 6 measured at the storage 
temperature of the unit; 

(c) Measurement of actual plasma volume and 

(d) the results of the testing indicate that the 
product dixjs not meet the specified 
requirenwnts, immediate corrective action 
shall be taken and records maintained. 

(v) Compatibility Test: Compatible transfusions for the 
purpose of variable number of Red Blood Cells, A, B, AB 
and O grouping shallbe done. 

(3) GRANULOCYTE CONCENTRATES: 

(i) Storage : It shall be kept between 4 degree centrigrade to 6 
degree centrigrade for a maximum period of 24 hours. 

(ii) Unit of granulocytes should not be’ less than 1 x 10’^^ 

(i.e 1x10 raised to the power of 10) when prepared on cell 
separator. 

(iii) Group specific tests to be Ccirried out. 

(4) FRESH FROZEN PLASMA : 

Plasma frozen within 6 hours after blood collection and stored at a 
temperature not wanner than minus 18 degree centrigrade, shall be 
preserved for a period of not more than one year. 


(5) CRYOPRECIPITATE : 

Concentrate of antihaemophilic factor shall be prepared by 
thawing of the fresh plasma frozen from the blood within 6 hours 
of its collection. 

(a) Storage - Cryoprecipitate shall be preserved at a 
temperature not higher than minus 30 degree centrigrade and may 
be preserved for a period of not more than one year. 
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(b) Activity - Antihaemophilic factor activity in the final 

product shall be not less than 80 units per supply unit. 

F. PLASMAPHERESIS, PLATELfTTPHERESIS, LEUKAI’HERESIS 
USING A CELL SEPARATOR. 

A separate room, having an area ol 10 square meters, shall be 
provided for apheresis. 

The blood banks specifically permitted to undertake apheresis on 
donor shall observe the criteria as specified in item H relating to 
criteria for blood donotation under the heading "I.Blood 
Banks/Blood Components" of this Part. The written consent of the 
donor shall be taken and the donor must be explained, the hazards 
of apheresis. The Medical Officer shall certify that donor is fit for 
apheresis and it shall be carried out by a trained person under 
supervision of the Medical Officer. 

(A) PLASMAPHERESIS Donors shall have serum protein level 
of not less than 60 g/L. 

(a) Procedures-specific requirements: 

The Plasmapheresis procedure shall meet the following 

requirements; 

(1) (i) A sample of blood shall be drawn from each 
donor on the day of the medical examination. 

(ii) A serologic test for syphilis and other blood 
transmissible diseases including total plasma or 
serum protein content shall be carried out 

(iii) A repeat donor, who does not return for 
plasmepheresis within four months when the sample 
is due to be collected, may also be plasmapheresed if 
he comes Within six months frorn the date on 
which the last sample was collected provided 
the Medical Officer of the premises approves the 
plasmapheresis prtK'edure and so indicates b)' 
signing the donor's record before such procedure is 
performed. The sample for the 4-month tests shall be 
collected on the day of the donor's return. 

(2) (i) The analytical laboratory data of the plasma or 
serum protein shall be reviewed by the Medical 
Officer not later than21 days from the daW sample 
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was drawn to determine whether or not the donor is 
fit for plasmapheresis 

(ii) Donor's serum shall not be reactive for 
syphilis. 

(3) The amount of whole blood, excluding anticoagulant, 
removed from a donor during a plasmapheresis 
procedure or in anv 48 hours period shall not exceed 

(a) where the donor's weight is less than 65 
Kilograms, 1000 ml., and 

(b) in any other case, 1200 ml. 

(4) The amount of whole blood, excluding anticoagulant, 
removed from a donor within a period of seven days 
shall not exceed - 

(a) where the donor's weight is less than 65 
Kilograms, 1000 ml., and 

(b) in any other case, 2400 ml. 

(5) Where the weight of a donor is less than 65 
Kilograms not more than 500 ml., and where the 
weight is 65 Kilograms or more not more than 600 
ml., of whole blood shall be removed from a donor at 
any one time. 

(6) The plasma shall be separated from Red Blood Cells 
immediately after blood collection. The maximum 
feasible volume of red cells shall be returned to the 
donor before another unit is collected. 

(b) IMMUNIZATION OF DONORS : 

The immunisation of the donors the selection and the 
scheduling of the injection of the antigen, and the 
evaluation of each donor's clinical response, shall be 
performed by a Medical Officer or- physician. The 
administration of the antigen may be perfoi med by a 
Medical Officer. Any material used for 

immunization shall be approved by the Licensing 
Authority and the Central Licence Approving 
Authority, 

(B) PLATELETPHERESIS It shall not be carried out on 
donors who have taken aspirin containing 





(vithin ?i days prior to donation as it 
yvith platelet content. 


At least 4K hours must elapse between 
successive apheresis. 

(ii) If during Plateletpheresis or leukaphevesis , 
RBCs cannot be re-transfused at least 8 weeks 
should elapse before a second Cytapheresis 
procedure is conducted. 

(iii) Extracoporeal blood volume shall not exceed 
15% of donor's estimated blood volume. 

(C) MONITORING FOR APHERESIS: 

Before starting apheresis procedure. Haemoglobin or 
haematocrit shall be done. Platelet count, JkVBC 
counts, differential count may be carried out. In 
repeated plasmapheresis the serum protein must be 6 
gm./lOO ml. 

(D) COLLECTION OF PLASMA ; 

The quantity of plasma separated from the blood of a 
donor shall not exceed 500 ml. per sitting and once in 
a fortnight or shall not exceed 1000 ml. per month. 


EAKI Xil L 

1, REQUIREMENTS FQR MANUEA CTUI ^QE.H.QQJQ.EKQD LLa S 

The blood products shall be manufactured in a separate premises other 
than that meant for blood bank. 'The requirements that are essential for 
grant or renewal of licence to manufacture blood products such as 
Albumin , Plasma Protein fraction, Immunoglobulins and Coagulation 
factor concentrates, shall be as follows, namely 

A. GENERAL REQUIREMENTS. 

1. Location, surroundings, buildings and water : 

The requirements as regards location and 
surrounding, building and water as contained in paragraphs 
1.1.1,1.1.2,1.1.3 of Part I of Schedule M shall apply muhitis 
mutandis to the manufacture of blood products. 


2. 


Disposal of Waste and Infective materials : 



(i) The requir , 

infective mat 
Part I of Schedi ‘ 
to the manufacture 

(ii) Proper facility shall also Y 
materials, particularly HIV 
autoclaving, incineration or any i. 

3. Health, Clothing and Sanit.ition of Pe. .. 

(i) The requirements contained in paragrap. 

Schedule M shall be complied with. 

(ii) The personnel working in the manufacturing areas 
shall be vaccinated against Hepatitis B virus and 
other infectious transmitted diseases. 

4. Requirements for Manufacturing Area for Blood Products ; 

(1) For the manufacture of Blood products, .separate 
enclosed areas specifically designed for the purpose 
shall be provided. These areas be provided with air 
locks for entry and .shall be essentially dust free and 
ventilated with an air supply Air supply for 
manufacturing area shall be filtered through bacteria 
retaining filters (HEPA Filter) and shall be at a 
pressure higher than in the adjacent areas. 

The filters shall bo checked for performance on 
installation and periodically thereafter, and records 
thereof shall be maintained. 

(2) Interior surfaces (walls, floors and ceilings) shall be 
smooth and free from cracks, they shall not shed 
matter and shall permit easy cleaning and 
disinfection. Drains shall be excluded form aseptic 
areas. 

Routine microbial counts of the manufacturing area 
shall be carried out during manufacturing operations 
The results of such counts shall be checked against 
well documented in house standards and records 
maintained. 


Access to the manufacturing areas shall be restricted 
to a minimum number of authorised personnel. 
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Special procedure*- tor enter and leavinj; the 
maufacturing area'^ '•hall be prominently displayed. 

P) Sinks shall be excluded from aseptic areas. Any sink 
installed in other clean areas shall be of suitable 
material such as stainless steel, without an overflow, 
and be supplied with water of potable quality. 
Adequate precautions shall be taken to avoid 
contamination of the drainage system vvitli 
dangerous effluents and airtnirne dissemination of 
pathogenic micro-organisms. 

(4) Lighting, airconditioning, ventilation should be 
designed to maintain a satisfactory temperature and 
relative humidity to minimise contamination and to 
take account of the comfort of personnel working 
with protective clothing, 

p) Premises used for the manufacture of blood products 
should be suitably designed and constructed to 
facilitate good sanitation. 

(6) Premises should be carefully maintained and it 
should be ensured that repair and maintenance 
operations do not present any hazard to the quality 
of products. Premises should be cleaned and, \vhere 
applicable, disinfected according to detailed written 
validated procedure-;. 

(7) Adequate facilities and equipments shall be used for 
the manufacture ol blood products derived from 
blood plasma. 

(8) All containers of bhx>d products, regardless of the 
stage of manufacture, shall be identified by securely 
attached labels. Cross contamination should be 
prevented by adoption of the following measures, 
namely 

(a) processing and filling shall be in segregated areas; 

(b) manufacture of different products at the same time 
should be avoided; 

(c) simultaneous filling of the different products 
be avioded; 
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(d) containing material transfer by means of airlocks, air 
ejftraction, clothing change and careful washing and 
decontamination of equipment; 

(e) protecting containers/maaterials against the risks of 
contamination caused by recirculation of untreated 
air or by accidental re-entry of extracted air; 

(f) using containers that are sterilised or are of 
documented low "bioburden". 

(9) Positive pressure area shall be used to process blood 
products. 

(10) Air-handling units i^hould be dedicated to the 
processing area concerned. 

(11) Pipework, valves and vent filters shall be properly 
designed to facilitate cleaning and sterilisation. 
Valves on fractionisation/reacting vessels shall be 
completely steam-sterilisable. Air vent filters .shall be 
hydrophobic and shall be validated for their 
designated use. 


5. Ancillary Areas. 

(1) Rest and refreshment rooms shall be separate from other 
areas. 

(2) Facilities for changing and storing clothes and for washing 
and toilet purposes shall be easily accessible and 
appropriate for the number of users. Toilets shall not 
connected directly with prinluction or storage areas. 

(3) Maintenance workshops shall be separated from production 
areas. Wherever parts and tools are stored in the 
production area, they shall be kept in rooms or lockers 
reserved for that use; 

(4) Animal houses shall be well isolated from other areas, with 
separate entrance. 

B. COLLECTION AND STORAGE OF PLASMA FOR 

FRACTIONATION : 


(a) Collectionj 
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(1) Plasma shall be collected from the Uctfhsed Blood Banks 
through a cold chain process and stored in frozen condition 
not warmer than minus twenty degree centrigrade. 


(2) Individual plasma shall remam m quarantine till it is tested for 
HBsAg, HIV I and HIV n. 

(3) A sample form polled—^lot plasma of about 10-12 units of different 
donors shall be tested for HBsAg, HIV I and HIV II and if the sample 
found negative, only then it shall be taken up for fractionation. 

(b) Storage Area: 

(1) Storage areas shall be of .sufficient space and capacity to 
allow orderly storage of the various categories of materials 
and products; starting and packaging mraterials, 
intermediates, bulk and finished products, products in 
quarantine, and released, rejected, returned, or recalled 
products. 

(2) Storage areas shall be designed or adapted to ensure good 
storage conditions. Ih particular, they shall be clean, dry 
and maintained -within temperature required for such 
storage and where special storage conditions are required 
(e.g. terhperature, humidity)these shall be provided, 
checked and monitored. 

(3) Receiving and dispatch bays shall protect materials and 
products from the weather and shall be designed and 
equipjjed to allow containers of incoming materials to be 
cleaned, if necessary, before storage. 

(4) Where quarantine status is ensured by storage in separate 
areas, these areas must be clearly marked and their access 
restricted to authorised personnel. 

(5) There shall be a separate sampling area for raw materials. If 
sampling is performed in the storage area, it shall be 
conducted in such a way so as to prevent contamination or 
cross-contamination. 

(6) Segregation shall be provided for the storage of rejected, 
recalled, or returned materials or products. 

(7) Adequate facility shall be provided for supply of ancillar\- 
material, such as ethancil, water, salts and polyethylene 
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glycol. Separate facilities shall be provicied for the* recovery 
of organic solvents used in fractionation. 

C. PERSONNEL: 

1. Manufacture: 

The manufacture of blood products shall be conducted under the 
active direction and personnel supervision of competent U'chnical 
staff, out of whom at least one shall be a whole time employee, 
with one year's working experience in the manufacture of blood 
products / plasma fractionation and possess — 

(a) Post-graduate degree in medicine with Microbiology 
/ Pathology / Bacteriology / Immunology as a 
special subject; or 

(b) Post-graduate degree in Microbiology; or 

(c) Post-graduate degree in Pharmacy with Microbiology 
as a special subject, 

from a recognised University. 

2. Testing: 

The head of the testing unit shall be independent of the 
manufacturing unit and testing shall be conducted under the 
active direction and personal supervision of competent technical 
staff. The head of the testing unit shall have eighteen months 
working experience in the testing of drugs, especially the blood 
products and possess— 

(a) Post-graduate degree in Pharmacy or Science with 
Chemistry or Microbiology or Bio-chemistry ns a 
special subject; or 

(b) Post-graduate degree inmedicine with Microbiology/ 
Pathology/Biochemistry as a special subject, 

from a recognised University . 

D. PRODUCTION CONTROL: 

(1) The production area and the vital inactivation room shall be 
centralh' airconditioned and fitted with HEPA Filters 
having Grade C (Class 10,000) environment as given in 
Table I below. 
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(2) The filling and sealing shall be carried out under aseptic 
conditions in areas centrally airconditioned fitted with 
HEPA Filters having Graili- A or, as the case mav Lx.*,( <rade 
B (Class 100)environment given in the said Table I. 

TABFi; I 

Air classification system for maniilaeture of sterile produi ts. 
Maximum number of particles permitted per m' 


GRADE 

0.5-SUM 

>5U.V1 

Maximum number of viable 
micro-organisms permitted 
per m-^ 

A{CIass 100) 

(Laminar-Airflow 

workstation) 

3500 

m 

Less than 1 


3500 


5 


350000 

2000 

100 


(3) The physical and chemical operations used for the 
manufacture of plasma fractionationshall maintain high 
yield of safe and effective protein. 

(4) The fractionation procedure used shall give a good yield of 
prodcuts meeting the In-house quality requirements as 
approved by the Licensing Authority and Central Licence 
Approving Authority reducing the risk of microbiological 
contimination and protein denaturation to the minimum. 

(5) The procedure adopted shall not affect the antibody activity 
and biological half life or biological characteristics of the 
products. 

E. VIRAL INACTIVATION PROCI^SS: 

The procedure used by the licensee to inactivate the pathogenic 
organisms such as enveloped and non-enveloped virus, especially 
infectivity from HIV I and HIV II, Hepatitis B, the viral inactivation 
and validation methods adopted by the licensee, shall be submitted 
for approval to the Licensing Authority and Central Licence 
Approving Authority. 

NOTE; 

1. No preservative (except stabiliser to prevent. protein 
denaturation such as glycine or sodium chloride) be added 
to Albumin, plasma protein fraction, Intera Venous 
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Irrununoglobulins or Coagulation factor concentrates, 
without the prior appmval of Licensing Authority and 
Central Licence Approving Authority. 

2. 

The licensee shall ensure that the said stabilisers do not haw 
deleteriai effect on the final product in the quantit)' present 
so as not to cause any untoward or adverse reaction in 
human beings. 

F QUALITY CONTROL: 

Separate facilities shall be provided for Quality Control such as 
HaematologicaL Bio-Chemical, Physico-Chemical, Micro- 
Biological, Pyrogens, instrumental and safety testing. The Quality' 
Control E)epartment shall have /»Aer alia the following principal 
duties, namely 

(1) 

To prepare detailed instructions, in writing for carrying out 
test and analysis. 

(2) 

To approve or reject raw materials, components, drug 
containers, closures, in-process materials, packaging 
material, labelling and drug products. 

(3) 

To release or reject batch of finished products that is read\' 
for distribution. 

(4) 

To evaluate the adequacy of the conditions under which raw 
materials, semi-finished products and finished products are 
stored. 

(5) 

To evaluate the quality and. stability of finished products 
and when necessary of raw materials and semi-finished 
products. 

(6) 

To review production records to assure that no errors ha\'e 
occUred or if errors have occured that they have been fully 
investigated. 

(7) 

To approve or reject all procedures or specifications 
impacting pn the identity, strength, quality and purity of the 
product. 

(8) 

To establish shelf-life and storage requirements on the basis 
of stability' tests related to storage conditons. 

(9) 

To establish and when necessary revise, control procedures 
and specifications. 
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(10) To review complaints, roi.ills, returned or salvaged drug 
products and investigatitms conducted thereunder tor each 
product. 

(11) To review Master Formula Kecords/Cards periodicallv. 

C, TESTING OF BLOOD PRODUCfS: 

The products manufactured shall conform to the standards as 
specified in Indian Pharmacopoeia. The final products shall be tested 
for fi'eedom fi'om HIV I and HIV II antibodies, Hepatitis B surface 
antigen. 

H. STORAGE OF FINISHED PRODUCT: 

(I) The final products shall be stored between two degree 
centrigrade to eight degree centrig:rade, unles.s otherwise 
specified by the Cenral Licence Approving Authoritv. 

(ii) The shelf-life assigned to the products by the licensee shall 
be submitted for approval to the Licensing Authority and 
Central Licence Approving Authority. 

I. LABELLING; 

The products manufactured shall be labelled as specified in the Indian 
Pharmacopoeia, the British Pharmacopoeia, the United States 
Pharmacopoeia which shall be in addition to any other requirement 
stated under Part IX or Part X of these rules. The labels shall indicate 
the results of tests for Hepatitis B Surface antigen, freedom from 
HIV I and HIV II antibodies. 


J, RECORDS 

The licensee shall maintain records as per Schedule U and also 
comply with Paragraph 9 of Part I of Schedule M and any other 
requirement as may be directed by Licensing Authority and 
Central Licence Approving Authority. 

K. MASTER FORMULA RECORDS : 

The licensee shall maintain Master Formula Records relating to all 
manufacturing and testing pnxredures for each product, which 
shall be prepared and endorsed by the competent technical staff, 
i.e., head of the manufacturing unit. The Master Formula Records 
shall contain ~ 
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(i) the patent or proprietary name of the product alonf;\vith 
the generic name, if any, strength and the dosage form; 

(ii) a description or identification of the final containers, 
packaging materials, labels and closures to be used; 

(iii) the identity, quantity and quality of each raw material to be 
used irrespective of whether or not it appears in the finished 
product. The permissible overage that may included in a 
formulated batch should lx* indicated; 

(iv) a description of all vessels and equipment and the .sizes used 
in the process; 

(v) manufacturing and control instructions along with 
parameters for critical sterps such as mixing, drying, 
blending, sieveing and sterilising the product; 

(vi) the theoretical yield to be expected from the formulation at 
different stages of manufacture and permissible vieKI limits; 

(vii) detailed instructions on precautions to be taken in 
manufacture and storage of drugs and of semi-finished 
products; and 

(viii) the requirements of in-process quality control tests and 
analysis to be carried out during each stage of manufacture 
including the designation of persons or departments 
responsible for the execution or such tests and analysis. 


II. REQUIREMENTS FQK MANUFACTURE OF 
BLOOD PRODUCTS FROM I3ULK FINISHED PRODUCTS . 

Where the blood products, such as Albumin, Plasma Protein 
Fraction, Immunoglobulins and Coagulation Factor Concentrates 
are manufactured through the manufacturing activities of filling 
and sealing the blood products from bulk powder or solution or 
both, the requirements as they apply to the manufacture of blood 
products from whole blood shall apply to such manufacture of 
blood products, unless other rei’uirements have been anpnwed b\ 
the Central Licence Approving j . Jtbou. y 
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